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Rules and Regulations 


Title 4—ACCOUNTS 

Chapter II—Federal Claims Collection 
Standards (General Accounting 
Office—Department of Justice) 


pointment of persona of one-fourth or 
more Alaskan native blood < Eskimos. In¬ 
dians. or Aleuts). 

• • • • • 

(5 VJS.C . 3301. 3303. K.O. 10577; 3 CFR 1954- 
56 Dump., p 218) 


PART 105—REFERRALS TO GAO OR 
FOR LITIGATION 

Debt Referral Minimum Increase 

The Federal Claims Collection Stand¬ 
ards are amended to establish a mini¬ 
mum of $400 for debt referrals to the 
Department of Justice. 

Section 105.6 Is revised to read as 
follows: 

§ 105.6 Minimum amount of referral* 
to the Department of Justice. 

Agencies will not refer claims of less 
than $400. exclusive of interest, for liti¬ 
gation unless (a> referral is important 
to a significant enforcement policy or 
<b) the debtor has not only the clear 
ability to pay the claim but the Govern¬ 
ment can effectively enforce payment 
having due regard to the exemptions 
available to the debtor under State or 
Federal Law and the judicial remedies 
available to the Government. 

<8*c. 3. 80 Stat. 300; 31 URC. 052) 

R. F. Keller, 

Assistant Comptroller General 
o/ the United States . 

IPR Doc. 70-14153; Filed. Oct. 20. 1070; 
8:48 a m | 


Title 5—ADMINISTRATIVE 
PERSONNEL 

Chapter I—Civil Service Commission 
PART 213—EXCEPTED SERVICE 

Department of Health, Education, 
and Welfare 


ih 8 ^ 011 213 3116 amended to shov 
two positions of social Insuranci 
^presentaUve In the district offices of thi 
Social Security Administration in AJaskt 
we in Schedule A when filled by ap- 
°f persons of one-fourth 01 
more Alaskan native blood (Eskimos. In- 

ti^? S i„ 0 fw A ^i UU> - Effective on publica- 
zi D ^ U* Federal Register, subpara- 

r?n h n?i 18 added to Paragraph <d) ol 
* -13.3116 as set out below. 

O 213.3116 Drpurlmrnt of Hrnllh, Ed. 
“••■lion, and Wrlfarr. 

* 

. '. dl . Soci °l Security Administration 


rvolLJS ?..Postons of social Insurance 
uSft to the district offices of 
s Administration in the 

te °* Alaska when filled by the ap¬ 


United States Civil Serv¬ 
ice Commission. 

(seal! James C. Spry, 

Executive Assistant to 
the Commissioners. 

(PR, Doc. 70-14138; Filed, Oct. 20, 1970; 
8:47 a m.| 


PART 213—EXCEPTED SERVICE 
Department of Defense 

Section 213.3306 is amended to show 
that one position of Chauffeur to the 
Deputy Secretary* is excepted under 
Schedule C In lieu of one position of 
Chauffeur to the Secretary. Effective on 
publication in the Federal Register, 
subparagraph <3) of paragraph (a) is 
amended as set out below. 

§ 213.3306 Department of Defentr. 

(a) Office of the Secretary . • • • 

(3) Two Chauffeurs to the Secretary 
and one Chauffeur to the Deputy 
Secretary. 


(5 U.8.C. 3301. 3302, EO. 10577; 3 CFR 
1954 -58 Comp., p. 218) 

United States Civil Serv¬ 
ice Commission. 

IsealI James C. Spry, 

Executive Assistant to 
the Commissioners. 

[PH. Doc. 70-14138; Filed. Oct. 20. 1970: 
8:47 am.) 


PART 213— EXCEPTED SERVICE 
Department of Defense 

Section 213.3306 is amended to show 
that one position of Personal Security 
Assistant to the Secretary is excepted 
under Schedule C. Effective on publica¬ 
tion In the Federal Register, subpara¬ 
graph (37» of paragraph (a) of 
1 213.3306 is added as set out below. 

§ 213.3306 Department of Defence. 

(a) Office of the Secretary . • • • 

(37) One Personal Security Assistant 
to the Secretary. 


(ft use. 3301. 3302, EO. 10577; 3 CFR 
1954-58 Comp., p, 218) 

United States Civil Serv¬ 
ice Commission, 
l seal 1 James C. Spry. 

Executix>e Assistant to 
the Commissioners. 

|F.R. Doc. 70-14137; Filed, Oct. 20. 1970; 
8:47 ojn.| 


PART 213—EXCEPTED SERVICE 
Department of Justice 

Section 213.3310 is amended to show 
that one position of Confidential Secre¬ 
tary to the Associate Deputy Attorney 
General is excepted under Schedule C 
and that the positions of Confidential 
Secretary to the Assistant Deputy At¬ 
torney General for Litigation and of 
Confidential Secretary to the Assistant 
Deputy Attorney General for Legal Ad¬ 
ministration are no longer in Schedule 
C. Effective on publication in the Fed¬ 
eral Register, subparagraphs (2) and 
<3) arc revoked and subparagraph (4) is 
added to paragraph <b) of f 213.3310 as 
set out below. 

§ 213.3310 Department of Ju»tiee. 

• • • • • 

<b> Office of the Deputy Attorney 
General. • • • 

(2) (Revoked! 

(3) I Revoked) 

<4> One Confidential Secretary to the 
Associate Deputy Attorney General. 

• • • • • 

<5 US.C. 3301. 3302. EO. 10577; 3 CFR 1954- 
58 Comp., p. 218) 

United States Civil Serv¬ 
ice Commission, 

TsealI James C. Spry, 

Executive Assistant to 
the Commissioners. 

(FR. Doc. 70-14140; Filed, Oct. 20, 1970; 

8:47 am.| 


PART 213—EXCEPTED SERVICE 
Office of Emergency Preparedness 

Section 213.3326 is amended to show 
that one position of Special Assistant 
to the Deputy Director is excepted under 
Schedule C. Effective on publication in 
the Federal Reglster. subparagraph (3) 
Is added to paragraph <b) of $ 213.3326 
as set out below. 

§ 213.3326 Oflire of F.mrrgrnr} Pre¬ 
pared nr**. 

«b) Office of the Deputy Director. • • • 
<3> One Special Assistant to the 
Deputy Director. 

• • • • • 

(ft U.8.C. 3301. 3302. EO. 10577; 3 CFR 1954- 
58 Comp., p 218) 

United States Civil Serv¬ 
ice Commission. 

(seal) James C. Spry. 

Executive Assistant to 
the Commissioners. 

(PR. Doc. 70-14143: Filed. Oct. 20. 1970; 
8:47 a m.| 
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PART 213 —EXCEPTED SERVICE 

Office of Economic Opportunity 

Section 213,3373 is amended to show 
that one position of Deputy Assistant 
Director for Program Development is ex¬ 
cepted under Schedule C. Effective on 
publication in the Federal Register, sub- 
paragraph (23) is added to paragraph 
(a) asset out below. 

§213.3373 Office of Economic Oppor¬ 
tunity. 

<a) Office of the Director. • • • 

*23) One Deputy Assistant Director 
for Program Development. 

(5 US.C. 3301, 3302. E.O. 10577; 3 CFR 1054- 
6$ Comp . p. 218) 

United States Civil Serv¬ 
ice Commission. 

I seal 1 James C. Spry. 

Executive Assistant to 
ttie Commissioners . 

(PR Doc. 70-14142; Plied. Oct. 20. 1070: 
8:47 AJn.l 


PART 213—EXCEPTED SERVICE 

Office of Economic Opportunity 

Section 213.3373 Is amended to show 
that the position of Confidential Staff 
Assistant to the Assistant Director for 
Volunteers in Service to America is ex¬ 
cepted under Schedule C. Effective on 
publication in the Federal Register, sub¬ 
paragraph (3) of paragraph (f > Is added 
to f 213.3373 as set out below. 

§ 213.3373 Office of Economic Oppor¬ 
tunity. 

• • • • • 

(f) Volunteers in Service to Amer¬ 
ica. • • • 

(3) One Confidential Staff Assistant to 
the Assistant Director for VISTA. 

(5 US.C. 3301. 3302. E.O. 10677; 3 CFR 1954- 
58 Comp., p. 218) 

United States Civil Serv¬ 
ice Commission. 

(seal) James C. Spry, 

Executive Assistant to 
ths Commissioners. 

[PR Doc 70-14141: Piled. Ocl 20. 1970; 
8:47 ajn.| 


Title 7—AGRICULTURE 

Subtitle A—Office of the Secretory 
of Agriculture 

(Arndt 2] 

PART 20—LIMITATION OF IMPORTS 
OF MEAT 

Subpart—Section 204 Import 
Regulations 

Restriction on the Importation or 
Meat From Panama 

Section 20.3 is amended by adding a 
new paragraph prohibiting the Importa¬ 
tion of m?at in excess of 5.6 million 
pounds from Panama during the 
calendar year 1970. This regulation is is¬ 


sued with the concurrence of the Secre¬ 
tary of State and the Special Repre¬ 
sentative for Trade Negotiations to carry 
out a bilateral agreement negotiated 
with the Government of Panama pur¬ 
suant to section 204 of the Agricultural 
Act of 1956, as amended (7 U.S.C. 1854). 
Since the action taken herewith has been 
determined to Involve foreign affairs 
functions of the United States, this 
amendment and the request to the Com¬ 
missioner of Customs, being necessary to 
the implementation of such action, fall 
within the foreign affairs exception to the 
notice and effective date provision of 5 
US.C. 553 <Supp. V. 1970). 

The subpart, section 204 Import 
Regulations of Part 20. Subtitle A of 
Title 7 (35 F.R. 10837.11613). is amended 
by adding to 120.3 the following new 
paragraph: 

§ 20.3 Restriction*. 

• • » m • 

(c) Imports from Panama. No more 
than 5.6 million pounds of meat which is 
the product of Panama may be entered, 
or withdrawn from warehouse, for con¬ 
sumption in the United States during the 
calendar year 1970. Appendix C hereto 
sets forth a letter to the Commissioner 
of Customs concurred in by the Secretary 
of State and Special Representative for 
Trade Negotiations requesting this 
limitation be placed in effect. 

Effective date. The regulation con r 
tallied In the amendment shall become 
effective upon publication In the Federal 
Register but meat released under the 
provisions of section 448<b) of the Tariff 
Act of 1930 (19 U.S.C. 1448(b) > prior to 
such date shall not be denied entry. 

(8*ctlon 204 of the Agricultural Act or 1958. 
<va Amended (7 UR.C. 1854). and E.O. 11539) 

Issued at Washington. D.C* this 14th 
day of October 1970. 

Clifford M. Hardin. 

Secretary of Agriculture. 

ArrxKDtx C 

Honorable Myles J. Ambrose.. 

Commissioner of Customs, 

Department of the Treasury. 

Washington, D C. 10120 

Dear Mr. Ambrose: A bilateral agreement 
has been negotiated with the Government 
of Panama pursuant to section 204 of the 
Agricultural Act or 1958. limiting the export 
from Panama and the importation into the 
United States of fresh, chilled, or frozen cat¬ 
tle meat (Item 108.10 of the Tariff Schedules 
of the United States) and fresh, chilled, or 
frozen meat of goats and sheep, except lambs 
(Item 108.20 of the Tariff Schedules of the 
United States), during the calendar year 
1970. In accordance with the authority dele¬ 
gated by E.O. 11539. dated June 30. 1970. I 
am. with the concurrence of the Secretary 
of State and tho Special Representative 
for Trade Negotiations, issuing a regulation 
to assist in carrying out this bilateral 
agreement. 

This regulation provides that no more than 
5.6 million pounds of meat of the above de¬ 
scription, the product of Panama, may be 
entered, or withdrawn from warehouse, for 
consumption In the United States during 
the calendar year 1970. This regulation will 
constitute amendment 2 to the Section 204 
Import Regulation (35 P R 10837, 11613). A 
copy of this regulation, which will bo pub¬ 


lished in the Federal Register. Is enclosed 
In accordance with K.O. 11539. you are re¬ 
quested to take such action as is necessary 
to Implement this regulation. This request 
is made with the concurrence of the Secre¬ 
tary of 8tato and the Special Representative 
for Trade Negotiations. 

Sincerely. 

Cldtord M. Hardin, 
Secretary of Agriculture 

| F.R Doc. 70-14178; Filed. OcL 20, 1970: 
8.49 am.) 


Chapter IX—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, 
Nuts), Deportment of Agriculture 

PART 987—DOMESTIC DATES PRO¬ 
DUCED OR PACKED IN A DESIG¬ 
NATED AREA OF CALIFORNIA 

Additional Product Outlets for 
Substandard Dates 


The Date Administrative Committee 
has recommended thnt 5 987.156 of Sub¬ 
part—Administrative Rules and Regula - 
tions be amended to permit substandard 
dates to be disposed of by handlers for 
use. or used by them, in the production 
of specified date products for human con¬ 
sumption. Section 987.156 is effective pur¬ 
suant to 5 987.56 of the marketing agree¬ 
ment, as amended, and Ordre No. 987. as 
amended <7 CFR Part 987), regulating 
the handling of domestic dates produced 
or i Kicked in a designated area of Cali¬ 
fornia. The amended marketing agree¬ 
ment and order are effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended <7 U.S.C. 601-674* 
The Committee has estimated that a 
shortage of restricted and other market¬ 
able dates available to meet product needs 
(i.e.. In the form of rings, chunks, pieces, 
butter, paste, macerated dates, and 
syrup) (| 987.155(b)) will devlop during 
the 1970-71 crop year, especially in view 
of very good demands in product outlets 
and export. The Committee is of the view 
that the use. during the remainder of the 
current calendar year, of substandard 


dates for products for human consump¬ 
tion would aid in satisfying such product 
needs. Also, the Committee has indicated 
that a substantial quantity of substand¬ 
ard dates (suitable for human consump¬ 
tion) is available for such limited use. 
However, such dates presently can only 
be disposed of in nonhumon food outlets 
which yield relatively low returns to 
producers, or for use in the production oi 
table syrup (5 987.156(a)). Therefore, the 
Committee concluded that the short term 
use through December 31. 1970, °* sub¬ 
standard dates, inspected and certified 
as such, in specified products for human 
consumption would tend to effect us e 
the declared policy of the act. and made 
its recommendation accordingly. 

The action taken herein would P^mif 
substandard dates to be used until 19' 
In the production of date products for 
human consumption in the form of rings* 
chunks, pieces, butter, paste, or macer¬ 
ated dates. Thus, an additional flippy 
of dates would be made available ior 
date product* other than table syrup 
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and provide an opportunity for higher 
returns to date producers. 

The Committee plans to meet during 
December of this year to evaluate the 
then date supply and demand outlook 
and to make any further recommenda¬ 
tion concerning the need to use 
substandard dates in date products. 

Based on the foregoing, the recom¬ 
mendation of the Date Administrative 
Committee, the information submitted 
therewith, and other available informa¬ 
tion. It is hereby found that the use of 
ubstandard dates in the date products 
hereinafter specified for human con¬ 
sumption will tend to effectuate the 
declared policy of the act. 

Therefore, Subpart—Administrative 
Rules and Regulations (7 OPR 987.100- 
987.174; 35 Pit. 5396. 6700, 14764), is 
hereby amended by revising paragraph 
ta) of i 987.156 to read as follows: 

§987.156 Disposition of *ub«tanilartl 
date* for certain «pcriftcd product*. 

<a) Dates of any variety inspected and 
certified as substandard dates, as defined 
in S 987.15, may be disposed of by han¬ 
dlers for use, or used by them, in the 
production of table syrup. Dates of any 
variety that arc inspected and certified 
as substandard dates, as defined in 
1987.15. may be disposed of during the 
period October 21-December 31, 1970, by 
handlers for use, or used by them, in 
the production of date products for 
human consumption in the form of 
rings, chunks, pieces, butter, paste, or 
macerated dates. 


It is further found that it Is impracti¬ 
cable. unnecessary, and contrary to the 
public Interest to give preliminary notice 
and engage in public rule making pro¬ 
cedure. and that good cause exists for 
making this action effective as herein¬ 
after specified and for not postponing the 
effective time until 30 days after publi¬ 
cation in the Federal Register i5 UB.C. 
o53> In that: <1) This action relieves 
current restrictions on handlers by per¬ 
mitting additional outlets for substand¬ 
ard dates and should become effective 
promptly to allow handlers to utilise 
tjwse additional outlets as soon as pos¬ 
able; (2) handlers are aware of the Date 
Administrative Committee's recommen¬ 
dation arrived at in an open meeting to 
consider the matter of using substandard 
dates for products for human consump¬ 
tion and were afforded the opportunity 
vo present their views at the meeting. 
♦ * J?®** no additional time or notice 
to adjust their operations thereto; and 
currently there is a strong demand 
ur ^ ie approved date products and han¬ 
dlers should be afforded the earliest op¬ 
portunity to meet such demand thereby 
maximizing sales at the higher prices 
and thus tending to increase returns to 
Producer*. 

48 8Ut 31 * M amended; 7 UJB.C. 


Dated October 15. 1970, to become 
effective upon publication in the Federal 
Register. 

Paul A. Nicholson, 
Deputy Director . Fruit and 
Vegetable Division , Consumer 
and Marketing Service . 

|F.R. Doc. 70-14133; Filed, Oct. 20, 1970; 
8:46 o-m I 


Chapter XVIII—Farmers Home Ad¬ 
ministration, Department of Agri¬ 
culture 

SUBCHAPTER A—GENERAL REGULATIONS 
(FHA Instruction 402.1] 

PART 1803—SUPERVISED BANK 
ACCOUNTS 

Part 1803, Title 7, Code of Federal 
Regulations (31 F.R. 14114) is revised to 
read as follows: 

Sec. 

18031 General. 

1803.2 Pol idea governing deposit of funds 

in supervised bank accounts. 
1803^ Establishing supervised bank ac¬ 

counts. 

1803.4 Pledging collateral for deposit of 

funds in supervised bank ac¬ 
counts. 

1803.5 Authority to countersign checks. 

1803.6 DepoelU. 

1803.7 Withdrawals. 

1803.8 County office records. 

1803.9 Reconciliation of aocounts. 

1803 10 Closing accounts. 

1603.11 Request for withdrawal by State 

Director. 

Author ITT: The provisions of this Part 
1803 issued under sec. 339, 75 Stat, 318. 7 
UB.C. 1989; eec 602, 78 Stat. 528. 42 U.S.C. 
2942; Order of Director, Office of Economic 
Opportunity. 29 F.R. 14764; Orders of Secre¬ 
tary of Agriculture, 29 F_R. 16840. 32 Fit 
6650, 33 rJR 9677. 

§ 1803.1 General. 

This part prescribes the policies and 
procedures of the Farmers Home Ad¬ 
ministration (FHA) to be followed in 
establishing and using supervised bank 
accounts. 

(a) Borrowers as referred to In this 
part include both loan and grant recip¬ 
ients. They are referred to as depositors 
in the deposit agreements hereinafter 
described. References herein and in de¬ 
posit agreements to '‘other lenders'* in¬ 
clude lenders and grantors other than 
FHA. 

(b) Banks referred to In this part arc 
those in which deposits are Insured by 
the Federal Deposit Insurance Corpora¬ 
tion <FDIC). 

<c) Supervised bank accounts referred 
to in this part are bank accounts es¬ 
tablished through deposit agreements 
entered into between either (1) the bor¬ 
rower, the United States of America act¬ 
ing through the FHA. and the bank on 
Form FHA 402-1, "Deposit Agreement,” 
or (2) the borrower. FHA. other lenders 
and the bank on Form FHA 402-5. "De¬ 
posit Agreement <Non-FHA Funds).” 


(d) Form FHA 402-1 provides for the 
deposit of funds In a supervised bank 
account as security for payment of the 
borrower's indebtedness to FHA and to 
assure the performance of the borrower's 
obligations to FHA in connection with a 
grant. 

<e> Form FHA 402-5 provides for the 
deposit in a separate supervised bank 
account of funds advanced by other 
lenders as security for payment of tiie 
Indebtedness to them and to assure the 
performance of the borrower’s obligation 
to them In connection with a grant. 

<f> Form FHA 402-4. "Interest-Bear¬ 
ing Deposit Agreement." provides for the 
deposit of loan or grant funds that are 
not required for immediate disbursement 
in specified interest-bearing deposits, 
and is executed In conjunction with 
Form FHA 402-1 or Form FHA 402-5. 

fi 1803.2 Polirir* governing <!c»po»it of 
fund* in •upmiM'd bank nrfotint*. 

(a) Supervised bank accounts are 
used only when necessary to assure the 
correct expenditure of all or a part of 
loan and grant funds, borrower contri¬ 
butions, and borrower income. Such ac¬ 
counts will be limited in amount and 
duration to the extent feasible through 
the prudent disbursement of funds and 
the prompt termination of the interests 
of FHA and other lenders when the ac¬ 
counts are no longer required. 

<b> Funds need not be deposited In a 
supervised bank account when: 

(1) They are to be paid at one time 
to one party and appropriate action is 
taken to assure prompt delivery of the 
endorsed check, or 

<2) They are contributed by the bor¬ 
rower for loan or grant closing costs, 
including attorney's fees, or other minor 
Items, and the County Supervisor is 
satisfied that such funds will be available 
for the required purposes when needed, 
or 

(3) They are production-type loan 
funds which are planned to be used 
within a reasonable period of time, and 
the County Supervisor has determined 
on the basis of experience or other reli¬ 
able information that the borrower will 
use the funds for the purposes for which 
the loan is made, or 

(4) They are Farm Ownership <FO). 
Rural Housing (RH), or association- 
type funds which will be distributed im¬ 
mediately after loon or grant closing and 
the County Supervisor has determined 
on the basis of experience or other reli¬ 
able information that the borrower will 
use the funds for the purposes for which 
the loan or grant is made. 

<c) Except for the situations referred 
to In paragraph <b) of this section. FHA 
loan and grant funds as well as borrower 
contributions which supplement the loan 
or grant will be deposited In a super¬ 
vised bank account under Form FHA 
402-1. 

<d> Funds provided to an FHA bor¬ 
rower by another lender (through sub¬ 
ordination agreements by the FHA or 
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under other arrangements between the 
borrower. FHA, and the other lender) 
that are not used immediately after the 
loan or grant closing will be deposited 
in a supervised bank account under 
Form FHA 402-5. provided: 

(1 > The County Supervisor determines 
such action is necessary to protect FHA‘a 
interest and to assure that the funds will 
be used for the purposes planned, and 

(2) The other lender is unwilling to 
control the use of such funds, and 

(3) The other lender is agreeable to 
the use of the FHA supervised bank 
account. 

(e) Income from the sale of security 
property or Economic Opportunity <EO> 
property or the proceeds from insurance 
on such property will be deposited in a 
supervised bank account under Form 
FHA 402-1 when the County Supervisor 
determines it Ls necessary to do so to 
assure that the funds will be available 
for replacement of the property. 

(f) In exceptional cases where a bor¬ 
rower has clearly demonstrated inability 
to handle his financial afTairs, all or part 
of his income or other funds may be 
deposited in the supervised bank account 
under Form FRA 402-1 If the County 
Supervisor determines that such an ar¬ 
rangement is necessary to provide guid¬ 
ance In major financial management 
practices essential to the borrower’s suc¬ 
cess. subject to the following require¬ 
ments: 

(1) This supervisory technique will be 
used for a temporary period to help the 
borrower learn how to properly manage 
his financial afTairs. Such a period will 
not exceed 1 year unless extended by the 
District Supervisor. 

<2) Funds which are to be applied on 
FHA loan Indebtedness will be with¬ 
drawn immediately and transmitted to 
the Finance Office. 

(3) The borrower is agreeable to such 
an arrangement. 

(g> In exceptional cases when an un¬ 
incorporated EO cooperative cannot ob¬ 
tain a position fidelity bond, its Income 
may be deposited as provided for In 
paragraph (c) or (d> of this section. 

g 1803.3 K»t4il>litiling supervised bank 
account*. 

(a) Each borrower will be given an 
opportunity to choose the bank in which 
his supervised bank account will be estab¬ 
lished. provided the bank is a member of 
the FDIC. 

(b) When accounts are established, it 
should be determined that: 

<1> The bank is fully informed con¬ 
cerning the provisions of Form FHA 
402-1 and/or Form FHA 402-5. 

(2> Agreements are reached with re¬ 
spect to the services to be provided by 
the bank Including the frequency and 
method of transmittal of bank state¬ 
ments. and 

(3) Agreement Is reached with the 
bank regarding the place where the 
countersignature will be stamped on 
checks, particularly those drawn on 
banks under electronic checking systems. 

(c) Where possible. County Super¬ 
visors will make arrangements with 


banks which are members of the FDIC 
under which they will waive service 
charges In connection with supervised 
bank accounts established In such banks. 
However, there is no objection to the 
payment by the borrower of a reasonable 
charge for such a service. 

(d) If the amount of Association. 
Watershed (WS>. Rural Rental Housing 
<RRH>. Rural Renewal <RN), Resource 
Conservation and Development tRCD», 
EO loans to a Cooperative Association, 
Rural Cooperative Housing <RCH), or 
Labor Housing <LH> loan and grant 
funds to be deposited in the supervised 
bank account plus any contribution the 
borrower has agreed to make w'lll exceed 
$20,000, the bank will be required to 
pledge collateral security for the excess 
over $20,000 before the deposit Is made 
(see 5 1803.4). In addition, collateral 
security may be required for other types 
of loans or grants In amounts in excess 
of the State Director’s approval authori¬ 
zation when determined necessary by the 
National Office on an Individual case 
basis. 

<e> Generally, only one supervised 
bank account will be established for any 
borrower regardless of the amount or 
source of funds. However when an In¬ 
sured loan ls being made by a local bank, 
the borrower will be expected to deposit 
funds in a supervised bonk account with 
that bank, upon its request, even though 
he may already have a supervised bank 
account with another bank. Only one 
supervised bank account will be main¬ 
tained after the insured loan funds are 
expended. 

<f> When a supervised bank account 
is established, an original and two copies 
of Form FHA 402-1 or Form FHA 402-5, 
and Form FHA 402-4 when applicable, 
will be executed by the borrower, the 
bank, and a County Office employee who 
Is In a bonded position. The original will 
be retained in the borrower’s ease file, 
one executed copy will be delivered to 
the bank, and one executed copy to the 
borrower. An extra copy of Form FHA 
402—4 will be prepared and Attached to 
the certificate, passbook, or other evi¬ 
dence of deposit representing the in¬ 
terest-bearing deposit. 

a> If an agreement on Form FHA 
402-1 or Form FHA 402-5 has previously 
been executed and Form FHA 402-8. 
“Termination of Interest in Supervised 
Bank Account.'* has not been executed 
with respect to it. a new agreement ls 
not required when additional funds are 
to be deposited unless requested by the 
bank. 

(2) When the note and security In¬ 
strument are signed by two joint bor¬ 
rowers or by both husband and wife, a 
Joint survivorship supervised bank ac¬ 
count will be established from’which 
either can withdraw funds if State laws 
permit such accounts. In such cases both 
parties will sign the Deposit Agree¬ 
ment^). 

§ 1803.1 Pledging collateral for deposit 
of fund* in lupmixil bank account*. 

(a) Funds for group-type borrowers 
referred to in 5 1803.3(d), deposited in 


supervised bank accounts in excess of 
$20,000 must be secured by pledging ac¬ 
ceptable collateral with the Federal Re¬ 
serve Bank In an amount not less than 
the excess. 

(b> As soon as it ls determined that 
the loan will be approved and the ap¬ 
plicant has selected or tentatively se¬ 
lected a bank for the supervised bank 
account, the County Supervisor will con¬ 
tact the bank to determine: 

(1) Whether the bank is a designated 
depositary of the Treasury Department 
under Treasury Circular No. 176. 

<2> If the bank is not a designated 
depositary under Treasury Circular No. 
176, whether it Is willing to accept such 
designation. 

(3) Whether the bank is willing to 
pledge collateral with the Federal Re¬ 
serve Bank under Treasury Circular No. 
176 to the extent necessary to secure the 
amount of funds being deposited in 
excess of $20,000. 

(c) If the bank is agreeable to pledg¬ 
ing collateral, the County Supervisor will 
notify. In writing, the State and National 
Offices, of such collateral agreement. 

<d> The National Office will arrange 
to have the Treasury Department have 
the bank designated as a depositary, 
unless already designated, and have col¬ 
lateral pledged. 

(e) If. 2 days before loan closing, the 
State Director has not received a copy 
of the Treasury Department’s letter to 
the bank about pledging collateral he 
should wire the National Office. Atten¬ 
tion: Finance Liaison Staff. 

(f) When the amount of the deposit 
in the supervised bank account has been 
reduced to a point where the bank desires 
part or all of Its collateral released, it 
should write to the Treasury Department. 
Deposits Branch. Washington. DC 
20220. requesting the release and stating 
the balance In the supervised bank 
account. 

§ 1803.3 Authority to countcr-ixn 
check*. 

County Supervisors are authorized to 
countersign checks drawn on supervised 
bank accounts and may redelegate this 
authority to persons in bonded positions 
under their supervision who are consid¬ 
ered capable of exercising countersigning 
authority. 


g 1803.6 Deposit*. 

<a> Deposits by FHA personnel <D 
Checks made payable solely to the Fed¬ 
eral Government, or any agency thereof, 
and a Joint check where the Treasurer 
of the United States is a Joint payee, may 
not be deposited in a supervised bank 


:count. 

(2) FHA personnel will accept funds 
>r deposit in a borrower’s supervised 
•ink account only in the form of a check 
r money order endorsed by the borrower 
For Deposit Only.” or a check drawn 
> the order of the bank in which the 
inds arc to be deposited or a loan check 
rawn on the US. Treasury 

(1)A Joint check that U payable to the 
>rrower and FHA will be endorsed b> 
le County Supervisor. The following 
ldorsement will be used: 


FEDERAL REGISTER, VOL. 35, NO. 205—WEDNESDAY, OCTOBER 21, 1970 





RULES AND REGULATIONS 


16401 


Endorsed without recourse to (Insert name 

of bank) for the deposit of $__pursuant 

to deposit agreement dated __ 

Uy (name of County Supervisor) (and title). 

<li> Ordinarily, when deposits are to 
be made from funds which are received 
as the result of consent or subordination 
agreements or assignments of income, the 
check should be drawn to the order of 
the bank In which the supervised bank 
account is established or Jointly to the 
order of the borrower and the FHA. All 
such checks should be delivered or mailed 
to tike County Office. 

• 3) If Operating. Emergency < EM>, or 
EO loan funds are to be deposited in a 
supervised bank account, such funds will 
be deposited promptly upon receipt of 
the loan check. 

1 4) If direct or Insured loan funds 
< other than Operating. EM, or EO loan 
funds) or borrower contributions are to 
be deposited In a supervised bank ac¬ 
count, such funds will be deposited on 
the date of loan closing after it has been 
determined that the loan can be closed. 
However, if it is Impossible to deposit the 
funds on the day the loan is closed due 
to reasons such as distance from the bank 
or banking hours, the funds will be de¬ 
posited on the first banking day following 
the date of loan closing. 

<5) Grant funds will be deposited 
when such funds are delivered 

<6) When funds from any source arc 
deposited by FHA personnel In a super¬ 
vised bank account, a deposit slip will be 
prepared in an original and two copies 
and distributed as follows: Original to 
the bank, one copy to the borrower, and 
one copy for the borrower’s case folder. 
Tlie name of the borrower, the source of 
funds, and “Subject to FHA Counter- 
signature” and. If applicable, the account 
number will be entered on each deposit 
slip. 


<i> For joint survivorship accounts the 
names of both the husband and wife will 
be entered on the deposit slip. 

<10 A loan or grant check drawn on 
the U.8. Treasury may be deposited in a 
supervised bank account without en¬ 
dorsement by the borrower when it will 
facilitate delivery of the check and is ac¬ 
ceptable to the bank. The borrower will 
w notified Immediately of any deposit 
made and will be furnished a copy of the 
deposit slip. When a deposit of this na- 
ture is made, the following endorsement 
will be used: 


Fc*r deposit only In the supervised bank 
count of (name of borrower) in the <ru 
and address when necessary 
jawmftcatloo) pursuant to Deposit Ag 
mem dated __ 


* 4 * Accounts established through th< 
Jf 6 °> Form FHA 402-4 will be in th< 

“* 

<b> Deposits by borrowers. (1) Fund 
nmy ** deposited in thi 
if ban . k account by the borrowe: 

u authorized by ^ FHA. provided th, 

mart. r.u aKrcwl that when a deposit t 
"jade to the account by other than FH> 

or rniif?' thc bank wiu promptly dclive: 

*HA Countj^Offlcef* 6 dePORU SUP 10 


(i) A loan or grant check drawn on 
the UJ3. Treasury may be deposited in a 
supervised bank account by a borrower, 
provided the following endorsement la 
used and is inserted thereon prior to 
delivery to the borrower for signature: 

For deposit only In my supervised bnnk 
account in the (name of bank and address 
when necessary for Identification) pursuant 
to Deposit Agreement dated_ 

(11) Funds other than loan or grant 
funds may be deposited by thc borrower 
in those exceptional Instances where an 
agreement Is reached between the County 
Supervisor and the borrower whereby thc 
borrower will make deposits of Income 
from any source directly into thc super¬ 
vised bank account. In such instances the 
borrower will be Instructed to prepare the 
deposit slip in the manner described in 
paragraph (a)(6) 

§ 1803.7 Withdrawals. 

(a> The County Supervisor will not 
countersign checks on thc supervised 
bank account for the use of funds unless 
the funds deposited by the borrower from 
other sources were cash deposits or 
checks which the County Supervisor 
knows to be good or until he knows that 
thc deposited checks have cleared. 

(b> Withdrawals of funds deposited 
under Form FHA 402-1 or Form FHA 
402-5 are permitted only by order of the 
borrower and countersignature of au¬ 
thorized FHA personnel or upon written 
demand on the bank by the State 
Director of the Farmers Home 
Administration. 

(c> Upon withdrawal or maturity of 
interest-bearing accounts established 
through the use of Form FHA 402-4, such 
funds will be credited to the supervised 
bank account established through the 
use of Form FHA 402-1 or Form FHA 
402-5. 

<d> The Issuance of checks on the 
supervised bank account will be kept to 
the minimum possible without defeating 
the purpose of such accounts. When 
major items of capital goods are being 
purchased, or a limited number of rela¬ 
tively costly items of operating expenses 
are being paid, or when debts arc being 
refinanced, the checks will be drawn to 
thc vendors or creditors. If minor capital 
items are being purchased or numerous 
items of operating and family living 
expenses are involved as in connection 
with a monthly budget, a check may be 
drawn to the borrower to provide the 
funds to meet such costs. 

(1) A check will be Issued payable to 
the appropriate payee but will nev^r be 
issued to “cash.” The purpose of the ex¬ 
penditure will be indicated on thc face of 
the check. When checks are drawn in 
favor of the borrower to cover items too 
numerous to identify, thc expenditure 
will be identified on the check as 
“miscellaneous.” 

(2) Normally, operating and EM loan 
funds will not be withdrawn from the 
supervised bank account until the lien 
search has been made and the deter¬ 
mination reached that thc required 
security lias been obtained. This applies 
also to withdrawal of funds in secured 


individual loan cases. However, in those 
instances when thc applicant is unable 
to pay for the lien search and filing fees 
from his own funds, a check for this 
purpose may be drawn on the supervised 
bank account to meet these loan making 
requirements. 

(3) Ordinarily, a check will be coun¬ 
tersigned before it it delivered to the 
payee. However, in justifiable circum¬ 
stances such as when excessive travel 
on the part of the borrower or the County 
Supervisor would be involved, or pur¬ 
chases would be prevented, and the bor¬ 
rower can be relied upon to select goods 
and services in accordance with the 
plans, a check may be delivered to the 
payee by the borrower before being 
countersigned. 

(i> When a check is to be delivered to 
the payee before being countersigned, 
the County Supervisor must make it 
clear to the borrower and to the payee, 
if possible, that the checks will be coun¬ 
tersigned only If thc quantity and quality 
of items purchased are in accordance 
with approved plans. 

<ii) Checks delivered to the payee be¬ 
fore countersignature will bear the fol¬ 
lowing legend in addition to the legend 
for countersignature: '’Valid only upon 
Countersignature of Farmers Home 
Administration.” and 

(ill) The check must be presented by 
the payee or his representative to the 
County Office of the FHA servicing 
the account for the required counter- 
signature, and 

<lv» Such check must bo accompanied 
by a bill of sale, invoice, or receipt signed 
by the borrower identifying the nature 
and co6t of the goods or services pur¬ 
chased or similar Information must be 
indicated on thc check. 

<4> For real estate loans or grants, 
whether the check is delivered to thc 
payee before or after countersignature, 
the number and date of the check will be 
inserted on all bills of sale, invoices, 
receipts, and itemised statements for 
materials, equipment, and services. 

(5) Bills of sole, and so forth, may be 
returned to thc borrower together with 
the canceled check for the payment of 
thc bill. 

(6) Checks to be drawn on a super¬ 
vised bank account will bear the legend: 

Countersigned, not os co-maker or 
endorser. 


fatfe) ’ 

Farmcn Home Administration 
§ 1803.8 County Office record*. 

A record of funds deposited in a super¬ 
vised bank account will be maintained 
on Form FHA 402-2, "Statement of De¬ 
posits and Withdrawals,” in accordance 
with instructions for its preparation 
available at all FHA offices. The record 
of funds provided for operating purposes 
by another creditor or gTantor will be 
on a separate Form FHA 402-2 so that 
they can be clearly identified. 

§ 1803.0 Reconciliation of act uuiit*. 

(a) A bank statement will be obtained 
periodically In accordance with estab¬ 
lished banking practices In the area. If 
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requested by the bank, a supply of ad¬ 
dressed, franked envelopes will be pro¬ 
vided lor use in mailing bank statements 
and canceled checks for supervised bank 
accounts to the County Office. Bank 
statements will be reconciled promptly 
with County Office records. The persons 
making the reconciliation will initial 
the record and indicate the date of the 
action. 

(d> All bank statements and canceled 
checks will be forwarded immediately 
to the borrower when bank statements 
and County Office records are in agree¬ 
ment. If a transmittal is used. Form 
FHA 140-4, “Transmittal of Documents/* 
Is prescribed for that purpose. 

§1803.10 Closing accounts* 

When FHA loan or grant funds or 
those of another lender have all been 
properly expended or withdrawn. Form 
FHA 402-6 may be used to give the con¬ 
sent of FHA (and of another lender, if 
involved) to close the supervised bank 
account in the following situations: 

(a) When FHA loan funds in the 
supervised bank account of a borrower 
have been reduced to $100 or less, and 
a check for the unexpended balance 
has been issued to the borrower to be 
used for authorized purposes. 

(b) For all loan accounts except asso¬ 
ciation loans, after completion of author¬ 
ized loan fund expenditures, and after 
promptly refunding any remaining un¬ 
expended loan funds on the borrower's 
loan account with FHA or another lender, 
as appropriate. 

(c) For association loan and grant ac¬ 
counts. when the funds have been ex¬ 
pended in accordance with the require¬ 
ments of Subparts A and I of Part 1823 
of this chapter. 

(d> Promptly: upon the death of a 
borrower, except when the loan is being 
continued with a joint debtor; or when 
a borrower is in default and it is deter¬ 
mined that no further assistance will be 
given: or when a borrower is no longer 
classified as “active/* 

(1) Deceased borrowers . <i> Ordi¬ 

narily. upon notice of the death of a 
borrower, the County Supervisor will re¬ 
quest the State Director to make demand 
upon the bank for the balance on deposit 
and apply all of the balance after pay¬ 
ment of any bank charges to the bor¬ 
rower's FHA indebtedness. The excep¬ 
tions are as follows: 

<a> If the State Director approves con¬ 
tinuation with a survivor, the supervised 
bank account of a deceased borrower may 
be continued with a remaining Joint 
debtor who is liable for the loan and 
agrees to use the unexpended funds as 
planned, provided 

(1) The account is a Joint survivor¬ 
ship supervised bank account, or 

(2) If not a Joint survivorship account, 
the bank will agree to permit the addition 
of the surviving Joint debtor’s name to 
the existing signature card and Form 
FHA 402-1 and/or Form FHA 402-5 and 
continue to disburse checks out of the 
existing account upon FHA*s counter- 
signature and the Joint debtor’s signa¬ 


ture in place of the deceased borrower, 
or 

($) The bank will permit the State 
Director to withdraw the balance from 
the existing supervised bank account 
with a check jointly payable to the FHA 
and the surviving joint debtor and de¬ 
posit the money in a new supervised bank 
account with the surviving Joint debtor, 
and will disburse checks from this new 
account upon the signature of such sur¬ 
vivor and the countersignature of an au¬ 
thorized FHA official. 

(ii> The State Director, before apply¬ 
ing the balance remaining in the super¬ 
vised bank account to the FHA Indebted¬ 
ness. is authorized upon approval by the 
Office of the General Counsel (OOC) to 
refund any unobligated balances thereof 
made by other lenders to the FHA bor¬ 
rower for specific operating purposes in 
accordance with subordination agree¬ 
ments or other arrangements between 
the FHA, the lender, and the borrower. 

<l!i> The State Director, upon the rec¬ 
ommendation of an authorized repre¬ 
sentative of the estate of the deceased 
borrower and the approval of the OGC, 
is authorized to approve the use of de¬ 
posited funds for the payment of com¬ 
mitments for goods delivered or services 
performed in accordance with the de¬ 
ceased borrower’s plans approved by 
FHA. 

(2) Borrowers in default. Whenever 
it is impossible or impractical to obtain 
a signed check from a borrower whose 
supervised bank account is to be closed, 
the County Supervisor will request the 
State Director to make demand upon 
the bank for the balance on deposit in 
the borrower’s supervised bank account 
for application as appropriate: 

<l) To the borrower’s FHA indebted¬ 
ness. or 

(ii> As refunds of any unobligated ad¬ 
vances provided by other lenders which 
were deposited in the account, or 

(ill) For the return of FHA grant 
funds to the FHA Finance Office, or 

<lv) For the return of grant funds to 
other grantors. 

(3) Reclassified borrowers. When a 
borrower’s loan has not been paid in full, 
but the borrower is no longer classified 
as “active/* 

(4) Paid up borrowers. When a bal¬ 
ance remains in the supervised bank ac¬ 
count of a borrower who has repaid his 
entire indebtedness to FHA and has 
properly expended all funds advanced by 
other lenders. In such cases the County 
Supervisor will notify the borrower in 
writing that the interests of FHA and 
the other lender, if any. in the account 
have been terminated, and Inform the 
borrower of the balance remaining in the 
bank account. 

§ 1803.11 RcqucM for Hitlidrawslft by 
Slntr Direr lor. 

When the State Director is requested 
to make written demand upon the bank 
for the balance on deposit in the super¬ 
vised bank account, or any part thereof, 
the request will be accompanied by the 
following information: 


(a) Name of borrower as it appears on 
Form FHA 402-1 and/or Form FHA 
402-5. 

<b> Name and location of the bank. 
<c> Amount to be withdrawn for re¬ 
fund to another lender of any balance 
that may remain of funds received by 
the borrower from such lender as a loan 
or grant or under a subordination agree¬ 
ment or other arrangement between the 
FHA, the other lender, and the borrower 

(d) Amount to be withdrawn exclud¬ 
ing any bank charges for a refund of 
FHA or other lender’s loans or grants. 

<e> Other pertinent Information in¬ 
cluding reasons for the withdrawal. 

Dated: October 16.1970. 

Joseph Hasp*ay, 
Acting Administrator. 

Farmers Home Administration. 

|P.R. Doc. 70-14177; Filed. Oct. 20. 1270; 

8:49 a m. | 


[FHA Instruction 403.1 J 

PART 1805—VOLUNTARY DEBT 
ADJUSTMENT 

Part 1805. Title 7. Code of Federal 
Regulations (31 F.R. 14119) Is revised to 
read as follows: 


Sec. 

1805.1 General. 

18052 Policy. 

1805.3 Responsibilities. 

1805 4 Processing applications for voluntary 
debt adjustment. 

Aothoiity: The provisions of this Pvt 
1805 1fumed under sec. 339. 75 SUt. 318. 7 
U.S.C. 1989; Orders of the Secretary of 
Agriculture. 29 PR. 16840, 32 FJt. 6650 


§ 1805.1 General. 

This part prescribes the policies, re¬ 
sponsibilities. and procedures In the vol¬ 
untary adjustment of debts of applicant* 
for loans from the Fanners Home Ad¬ 
ministration (FHA). borrowers, and 
other persons who request such services. 


§ 1803.2 Policy. 

(a) When the adjustment of debts 
appears necessary to establish a finan¬ 
cial position which is compatible with 
debt payment ability, voluntary debt ad¬ 
justment assistance will be provided in 
accordance with the provisions of this 
part to applicants for FHA loans, and 
borrowers, as needed, and to other per¬ 
sons upon request. It is not the policy, 
however, to assist families in avoiding 
the payment of any obligation which is 
within their reasonable ability to pay 
Adjustments will be made on the basi* 
that each debtor will meet hJs obliga¬ 
tions to the extent possible consistent 
with his debt repayment ability. 

(b> Debts owed to the FHA will noi 
be adjusted pursuant to this part but will 
be considered for settlement In accord¬ 
ance with Part 1864 or release of per¬ 
sonal liability under Subpart A of Pan 
1872 of this chapter. 


105.3 Rc«p<*n«ibilil»e*. 
i> Debtors should negotiate, to the 
:nt of their ability, with the r crcdt- 
for the adjustment of their deou. 
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It is their responsibility to provide full 
information to the County Supervisor re¬ 
garding their resources, potential in¬ 
come. family situation, and financial ob¬ 
ligations. They should also understand 
that it is their responsibility to comply 
with the debt adjustment agreements 
which are negotiated. 

(b) County Supervisors are responsible 
for the evaluation and analysis of the 
debtor's needs and will inform debtors 
of the circumstances which make debt 
adjustment arrangements necessary and 
the nature of the debt adjustments which 
will have to be accomplished to enable 
them to meet their debt payment obli¬ 
gations. County Supervisors also are re¬ 
sponsible for training oilier County Office 
personnel In performing debt adjust¬ 
ment services and for informing County 
Committeemen with respect to voluntary 
debt adjustment policies and procedures. 
The advice of County Committeemen In 
performance of this service will be used 
when advantageous in routine cases and 
In all instances when the debtor has an 
involved financial situation which is dif¬ 
ficult to adjust. 

<c> District Supervisors, with assist¬ 
ance from other State staff members, as 
needed, are responsible for the training 
of County Supervisors. They will keep 
currently informed regarding the extent 
to which voluntary debt adjustment is 
being provided in a County Office area 
and the effectiveness of such services. 
District Supervisors will report to the 
State Director on Form FHA 493-2, 
’District Supervisor’s Unit Office Re¬ 
port.” and at other appropriate times 
on: the adequacy and effectiveness of 
voluntary debt adjustment activities in 
each County Office: corrective action 
taken or to be taken; and. assistance 
needed from the State Director or other 
State staff members. 

<d) State Directors are responsible for 
seeing that an effective voluntary debt 
adjustment assistance program is carried 
out in the State(s) in accordance with 
the policies and procedures set forth in 
this part. They will keep informed con¬ 
cerning the Agency’s accomplishments 
in providing this service. Training or 
other corrective actions will be initiated 
by State Directors as necessary to assure 
that adequate, effective voluntary debt 
adjustment services are made available 
in each County Office area 

£ 130 . 1 . |*rn<rssmjr uppt ic.tt inn* for 
toluntiiry drill adjustment. 

( a> Requests from individuals, other 
than loan applicants or FHA borrowers, 
lor voluntary debt adjustment will be 
r L on Form FHA 41(M * “Application 
xor FHA Services.” Complete lnforma- 
lon concerning the family’s resources. 
Potential income, family situation and 
financial obligations will be fully docu¬ 
mented, This will be accomplished 
wough the development of Forms FHA 

on ’ .. Parm and Homc ***** 

p " 2 ' "Supplement to Application for 

HA Services (For Applicants Who De¬ 


pend on Off-Farm Income).” FHA 431-3, 
• Family Budget. ” FHA 431-4. ’‘Business 
Analysis—Nonagncultural Enterprises.” 
as appropriate, to the extent necessary 
in each case. 

<b) If it is found that a debtor’s 
financial situation and debt paying abili¬ 
ty is such that debt adjustment is neces¬ 
sary, one or more of the following actions 
will be taken : 

(1) Rearrangement of payment terms. 
If the debt is within the debtor’s ability 
to repay over a reasonable period of time, 
the creditor* s) will be informed of the 
need to extend the time for repayment 
and the nature of the adjustments in the 
payment arrangement which will be re¬ 
quired to enable the debtor to retire the 
debt in an orderly manner. This may 
require such changes as re amortization, 
rearrangement of payment dates, or 
suspension of payments during periods 
of low income. 

(2) Reduction of debts. If the debtor 
cannot be expected to pay his creditor(s) 
in a reasonable period of time, an amount 
which can be repaid will be determined. 
The creditor(s) will be advised regard¬ 
ing the amount of reduction in indebt¬ 
edness that will be necessary in line w r lth 
this determination, taking into con¬ 
sideration the priority of liens involved, 
the security for the debts, and other 
pertinent factors. 

(3) Other methods . It may be neces¬ 
sary in some cases to: reduce Interests 
rates: transfer to a creditor some prop¬ 
erty not needed in the farm business in 
exchange for a full or partial release 
from an obligation: work out various 
other arrangements with creditors; or. 
change creditors if necessary to enable 
the debtor to obtain terms he can meet. 

<4> Combination of methods. The 
more complex cases may require a com¬ 
bination of methods to accomplish ad¬ 
justments which will be reasonable and 
equitable to all parties of Interest The 
most equitable method for all parties of 
interest should be chosen which will 
bring the total indebtedness within the 
debtor’s ability to pay in an orderly 
manner. 

(c) When a satisfactory adjustment 
cannot be reached with creditors on an 
individual basis, it usually will be ad¬ 
visable to invite part or all of such cred¬ 
itors to attend a meeting of the debtor, 
the County Supervisor, and the County 
Committee for the purpose of discussing 
the debtor’s situation and attempting to 
arrive at appropriate adjustments. 

(d) In the event the suggested adjust¬ 
ments are not satisfactory to the cred¬ 
itors they should be invited to make al¬ 
ternative proposals for the adjustment 
of the dcbt(s) they hold. 

<e) Form FHA 403-1, “Debt Adjust¬ 
ment Agreement.” will be used in ail 
cases, if possible, to record agreements 
reached for adjustments. Agreements 
which are obtained through the use of 
other forms or media will be filed in the 
case file or recorded in the running case 
record. 


Dated: October 16. 1970. 

Joseph Haspiay. 

Acting Administrator . 

Farmers Home Administration . 

|P.R. Doc. 70-14178: Filed. Oct. 20. 1970; 

8:49 A m ) 

Title 19—CUSTOMS DUTIES 

Chopter I—Bureau of Customs, 
Department of the Treasury 

|TX>. 70-225| 

part 16—LIQUIDATION OF DUTIES 

Countervailing Duties; Sugar Content 

of Certain Articles From Australia 

Net amount of bounty declared for the 
months of July. August and September 
1970, for products of Australia subject to 
the countervailing duty order published 
in T.D. 54582. Section 16.24(f), Customs 
Regulations, amended. 

The Treasury Department is in receipt 
of official information that the rates of 
bounties or grants paid or bestowed by 
the Australian Government within the 
meaning of section 303, Tariff Act of 1930 
(19 U.S.C. 1303>, on the exportation dur¬ 
ing the months of July, August, and 
September 1970. of approved fruit 
products and other approved products 
containing sugar amounts to Australian 
$74.10, $73.40, and $73.40, respectively, 
per 2.240 pounds of sugar content. 

The net amount of bounties or grants 
on the above-described commodities 
which are manufactured or produced in 
Australia Is hereby ascertained, deter¬ 
mined, and declared to be the rates 
stated above. Additional duties on the 
above-described commodities, except 
those commodities covered by T.D. 55716 
(27 Fit. 9595), whether imported di¬ 
rectly or indirectly from that country, 
equal to the net amounts of the bounty 
shown above shall be assessed and col¬ 
lected. 

The table In f 16.24(f) under 
’’Australia—Sugar content of certain 
articles” is amended (1) by deleting 
therefrom the reference to TJD. 69-253 
and (2) by adding a reference to this 
Treasury decision. As amended the last 
three lines of the table under this com¬ 
modity will read: 


Country ('onnnoOlty Trmnjry Artkw 
DetMoo 


70-108 Nfw nu. 
70-197 New fa le. 
70-225 New rule. 


<R8 251. mcs 303. 624. 46 Stat. 687, 759; 19 
D S C. 66. 1303. 1624) 

( seal 1 Edwin F. Rains, 

Acting Commissioner of Customs . 

Approved: October 2.1970. 

Eugene T. Rossides, 

Assistant Secretary of 
the Treasury. 

[PR. Doc. 70-14146; Filed. Oct. 20. 1970; 
8:47 A-m.) 
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Title 47—TELECOMMUNICATION 

Chapter I—Federal Communications 
Commission 
(Docket No. 18244] 

PART 1—practice and procedure 

Nondiscrimination In Employment 
Practices of Broadcast Licensees; 
Correction 

1. On September 28, 1970, the Com¬ 
mission released a Memorandum Opin¬ 
ion and Order (FCC 70-1013, 35 FR. 
15289) In the above-captioned matter. 
In paragraph 3 of this memorandum 
opinion and order, we stated that we 
would utilize for FCC Form 395 the 
Equal Employment Opportunity Com¬ 
missions reporting periods for EEO-1 
Form, and In the appendix to that docu¬ 
ment we changed the filing date for FCC 
Form 395 from April 1 to May 31 of each 
year. Inadvertently, we failed to make 
the appropriate change in § 1.612 of our 
Rules and Regulations. This erratum Is 
being issued to cure that defect. 

Section 1.612 of the Rules and Regula¬ 
tions is amended to read: 

§ 1.612 Annual employme n t report. 

Each licensee or permittee of a com¬ 
mercially or noncommercially operated 
standard. FM, television, or interna¬ 
tional broadcast station (as defined in 
Part 73 of this chapter) with five or 
more fulltime employees shall file with 
the Commission on or before May 31, of 
each year, on FCC Form 395. an annual 
employment report. 

Released: October 16. 1970. 

Federal Communications 
Commission. 

T seal I Ben F. Waple, 

Secretary. 

(P.R Doc. 70-14127; Filed. Oct. 20, 1970; 
8:46 mu] 


(Docket No. 18009; FCC 70-\l09J 

PART 17—construction, mark¬ 
ing, AND LIGHTING OF ANTENNA 
STRUCTURES 

Painting of Antenna Structures 

Report and Order. 1. On July 10. 1970. 
a Notice of Proposed Rule Making (FCC 
70-725) was released which proposed an 
amendment to 917.23 of the Commis¬ 
sion’s rules to increase the maximum 
w idth of the aviation surface orange and 
white bands on antenna structures from 
the present 40 feet to 100 feet The notice 
solicited comments by August 14. 1970. 
and reply comments by August 28. 1970. 

2. Briefly, the amendment would re¬ 
quire that antenna structures be painted 
In equal width bands of aviation surface 
orange and white colors with the mini¬ 
mum number of bands, but in no event 
less Ilian seven. The width of the bands 
shall not be less than 1 Vi feet nor more 
than 100 feet. Existing antenna struc¬ 
tures would have to comply with the 
and reply comments by August 28. 1970. 


amended 117.23 of the rules at the time 
they next required painting, or in no 
event later than November 1. 1977. 

3. Comments were received from the 
National Association of Broadcasters and 
the Rust Communications Group. Inc. 
There were no reply comments received. 

4. Addressing ourselves first to the 
Rust comments, they agree In principle 
with the proposed wider paint bands but 
urge that no specific time frame within 
which to comply be specified. They cite, 
from their own experience, examples 
where painting has withstood weather¬ 
ing as long as 11 years. They further 
point out that FAA's advisory circular 
dealing with obstruction marking and 
lighting (70/7460-1), upon which the 
notice of proposed rule making was 
based, does not itself suggest any time 
frame for repainting. 

5. The comments of the National As¬ 
sociation of Broadcasters views the pro¬ 
posal as merely an interim step In the 
development of standards for insuring 
optimum tower visibility. They cite a 
series of studies, beginning in 1953, un¬ 
dertaken for the purpose of improving 
the obstruction marking and lighting of 
tail structures. To supplement these 
studies, a selected number of tall towers 
were painted in black and white bands 
for comparison with towers of similar 
height painted in aviation orange and 
white. The reported results of these tests 
favored the wider band width and the 
black and white bands. NAB accordingly 
expresses reservation concerning the in¬ 
stant proposal believing that it would be a 
piecemeal attempt to solve a problem 
which still warrants a solution. NAB also 
petitions that a time frame for repaint¬ 
ing not be specified—only that the tower 
be painted in the prescribed manner 
when It next requires repainting. 

6. The necessity to repaint an antenna 
structure is ordinarily dictated by the 
color and condition of the paint and not 
according to years of service. In some 
localities the interval between painting 
may be but a few years whereas in other 
areas, and depending on the quality of 
the paint and the workmanship, may be 
in excess of 7 years. However, it would 
seem that only in exceptional cases would 
the painting weather an extended period. 

7. The Commission, in cooperation 
with the FAA, is working on specific 
guidelines to determine when structures 
should be repainted. Conceivably, as a 
result of these studies and any subse¬ 
quent rule making, a different time frame 
may be found Justified. However, we find 
that in the interim a terminal date is 
necessary, and under the circumstances 
believe the 7-year period to be a rea¬ 
sonable accommodation therefor—one 
which will cause a minimal amount of 
inconvenience and hardship. 

8. In answer to NAB's contention that 
this proposal is an interim measure, we 
would agree but only in the sense that 
further measures are being studied 
whereby tall structures would be made 
more conspicuous. These studies are be¬ 
ing directed to the use of high Intensity 
lighting, however, and not wider or dif¬ 
ferent colored paints. In fact, the avia¬ 


tion surface orange and white 100-foot 
bands complement the high intensity 
lighting being studied. 

9. The two specific studies cited by the 
NAB were conducted at the direction of 
the FAA. While they concluded by rec¬ 
ommending the application of black and 
white paints, the recommendations were 
rejected by FAA for the reason that the 
studies were inconclusive and did not 
show a great improvement over the avia¬ 
tion orange and white bands. The matter 
of the colored paints therefore is moot 
since FAA has decided to retain the pres¬ 
ent colors based on their analysis of the 
studies mentioned. 

10. In consideration of the foregoing, 
the Commission finds that the amend¬ 
ment of 31 17.23 and 17.43 of its rules as 
proposed would be In the public interest 
and should be adopted. Authority for our 
action is contained in sections 4<!) and 
303(r) of the Communications Act of 
1934. as amended. In order to permit 
conformity with FAA Advisory Circular 
AC 70/7460-1. it has been determined 
that the effective date provisions of the 
Administrative Procedure Act, 5 UB.C 
553. arc not applicable. 

11. Accordingly . it Is ordered . That 
effective November 1, 1970, Part 17 of 
the Commission's rules is amended as set 
forth below. 

(8ccs. 4. $03. 46 8tat-. *n unended. 1066.1062; 
47 U.8.C. 154. 303) 

Adopted: October 14, 1970. 

Released: October 16. 1970. 


Federal Communications 
Commission, 
fsxALl Ben F. Waple, 

Secretary. 


1. Section 17.23 is amended to change 
the figure 40. in the second sentence, to 
100. As amended S 17.23 reads as follows: 


§ 17.23 SperificatJonA for ihf pnintinc 
of nnlrnna •fracture* In nccortlanrc 
with § 17.21. 

Antenna structures shall be painted 
throughout their height with alternate 
bands of aviation surface o r angc ana 
white, terminating with aviation surface 
orange bands at both top and bottom. 
The width of the bands shall be equal 
and approximately one-seventh the 
height of the structure, provided how¬ 
ever, that the bands shall not be more 
than 100 feet nor less than \Vi feet in 


2. Section 17.43 is amended to read as 
follows: 

5 17.43 Painting and lighting of new and 
existing * nurture*. 


(a) The provisions of this part of the 
rules with respect to antenna structures 
required to be painted and/or 
shall be effective November 1. 1970. tor 
any new antenna structure and for any 
change in the height or location of an 


existing antenna structure. 

(b) All existing antenna structure 
required to be painted shall be pa* n 
In the manner set forth In 9 17.23 at th 
Lime when the antenna structure isre- 
painted (see § 17.50* or in no event late, 
than November 1, 1977. 
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(c> All existing antenna structures re¬ 
quired to be illuminated shall be brought 
into conformity herewith within 6 
months after September 5. 1970* at any 
station for which the authorization is 
renewable on or prior to that date, and 
within 3 months following the renewal of 
an authorization renewable after Sep¬ 
tember 5. 1970. 

<d) Nothing in the notification cri¬ 
teria concerning antenna structures or 
locations, as set forth In Subpart B of 
this part, shall apply to painting and 
lighting those structures authorized prior 
to September 5.1967, except where light¬ 
ing and painting requirements are re¬ 
duced. in which case the lesser require¬ 
ments may apply upon approval of an 
application to the Commission for such 
reduction. 

[Fit Doc. 70-14160: Filed. Oct. 20. 1070: 

8:49 un | 


Title 49—TRANSPORTATION 

Chapter I—Hazardous Materials Reg¬ 
ulations Board, Department of 
Transportation 

[Arndt. 102-1: Docket No. OP8-i| 

PART 192—TRANSPORTATION OF 
NATURAL AND OTHER GAS BY 
PIPELINE: MINIMUM FEDERAL 

SAFETY STANDARDS 


Filing of Inspection and Maintenance 
Plans 

The purpose of this amendment Is to 
establish regulations for the filing of in¬ 
spection and maintenance plans, and 
changes thereto, as required by section 
11 of the Natural Gas Pipeline Safety 
Act. This amendment wras proposed in 
a notice of rule making issued on Decem¬ 
ber 31. 1969 (OPS Notice 69-4. 35 PH. 
325. January 8. 1970) which was subse¬ 
quently amended (OPS Notice 70-9, 35 
F R. 8833, June 6.1970). 

The majority of the comments were 
addressed to only one point, the proposed 
filing date. It was In response to these 
comments that the proposal was 
amended to delay for 0 months the pro¬ 
posed filing date. This delay permits the 
operators to revise their inspection and 
maintenance plans so as to comply with 
the new minimum Federal standards be¬ 
fore they are filed. 

As finally issued, this filing date has 
been further modified due to the expira- 
lon and renewal of certifications and 
agreements. When a certification or 
agreement is tn effect in a particular 
otate, these plans must be filed with the 
ppropriate State agency. A number of 
existing certifications snd agreements 
xpire and are renewed at the end of the 
calendar year and it Is possible that some 
rosy not be renewed until the last few 
ays of the calendar year. Consequently. 

in , theae States would not know 
toS* ^ plam must be filed in sufficient 
Jttnua ry 1, 1971, dead- 
actuation, their only recourse 
a£n!lf* p,llns with tlie State 
c> and the Department. To avoid 


the administrative problems associated 
with this course of action, the operators 
will not be required to file the Inspection 
and maintenance plans until February 1, 
1971. 

A number of comments also stated that 
the proposal seemed to require the filing 
of all changes with the Office of Pipeline 
Safety even though the basic plan was 
on file with a State agency. To avoid this 
interpretation, the section lias been re¬ 
organized. A new paragraph (c) has also 
been added to state the address to which 
the plans can be mailed for filing pur¬ 
poses. 

The second sentence of proposed 
ft 170.7(a) stated: “This requirement 
shall not apply to any person who is re¬ 
quired to file such a plan with a State 
agency that has in effect a certification 
under section 5(a) or agreement under 
section 5(b) of the Natural Gas Pipeline 
Safety Act of 1968 ’. One comment sug¬ 
gested that this requirement should not 
apply to persons operating intrastate fa¬ 
cilities in a State that had certified, re¬ 
gardless of whether or not that person 
was required to file a plan by that State. 
This conclusion u f as based on the as¬ 
sumption that section 5(a) of the Act 
requires only that a State certify that It 
has authority to require the filing of 
plans, not that this authority be Imple¬ 
mented. This comment ignores the man¬ 
date of section 11 of the Act. which Is 
made clear by the House of Representa¬ 
tives Committee report quoted In the pre¬ 
amble to Notice 69-4. In part, this report 
states “The filing of such plans Is man¬ 
datory under the bill as to all gathering, 
transmission nnd distribution pipelines 
and pipeline facilities which are not un¬ 
der the jurisdiction of the Federal Power 
Commission under the Natural Gas Act M 
<H. Rcpt. No. 1390, 90th Cong.. 2d scss.. 
p 24). 

Thus, establishing a regulation to re¬ 
quire the filing of plans under section 11 
of the bill for pipeline facilities not under 
the jurisdiction of the Federal Power 
Commission is not an action that is dis¬ 
cretionary with the Secretary or the 
State agencies since it is clear that Con¬ 
gress intended that such implementing 
regulations be adopted in each jurisdic¬ 
tion, Therefore, a State must not only 
have authority to require the filing of 
Inspection and maintenance plans, but 
must actually exercise that authority to 
meet the requirements of section 5(a) of 
the Act. The Federal regulations arc 
written so as to assure that each com¬ 
pany subject to the Act is complying with 
the Congressional intent since it is ex¬ 
cepted from filing an inspection and 
maintenance plan w r ith the Department 
only if it is required to file with a State 
agency. 

It was suggested by some comments 
that it was not necessary that there be 
an actual filing of inspection and main¬ 
tenance plans with a State or Federal 
agency and that it would be sufficient 
to require merely that such plans be es¬ 
tablished by each operating company 
and made available for inspection on re¬ 
quest. The Department does not agree 
that such a system would be consistent 


with the requirements of section 11 of 
the Act. The Act requires these docu¬ 
ments to be filed to place on record a 
plan which the operator intends to fol¬ 
low in inspecting and maintaining his 
pipeline facilities. Once this plan is on 
record. It becomes. In effect, a regulation 
for the operator who filed it and it must 
be compiled with under section 8(a)(2) 
of the Act. It is for this purpose that 
f 192.17 is being established. 

Several commenters stated that the 
requirement that changes in established 
inspection and maintenance plans must 
be filed within 10 days after the change 
Is made would be unduly restrictive. It 
Is recognized that a 10-day requirement 
could at times be burdensome and It has 
been determined that a 20-day require¬ 
ment should ensure that the Depart¬ 
ment’s records arc kept reasonably 
current, 

Several Suite agencies included with 
their comments copies of guidelines that 
had been prepared to assist operating 
companies in preparing Inspection and 
maintenance plans. At the present time, 
the Department does not intend to pre¬ 
scribe minimum requirements for in¬ 
spection and maintenance plans other 
than those substantive requirements con¬ 
tained in the minimum Federal safety 
standards. As the Department gains ex¬ 
perience from reviewing the filed plans, 
this decision will be reviewed and addi¬ 
tional requirements for such plans may 
be established in the future. In any event, 
the Department appreciates the work 
that several of the State agencies have 
accomplished to date in this regard and 
further appreciates being kept informed 
of these State efforts. 

One comment stated that inspection 
and maintenance plans arc not appro¬ 
priate for liquefied petroleum gas sys¬ 
tems and that these systems should be 
exempted from these requirements since 
the Act wns not Intended to cover them. 
This contention was discussed and re¬ 
jected in the preamble of the amendment 
establishing the minimum Federal safety 
standards. However, by virtue of placing 
this regulation in Part 192, the exemp¬ 
tion of systems serving less than 10 cus¬ 
tomers that are not located in a public 
place, as specified in ft 192.11, will apply. 
Thus, many of the smaller LPO systems 
will not be required to file such plans. 

In consideration of the foregoing. Part 
192 of Title 49 of the Code of Federal 
Regulations is amended by adding the 
following new section after ft 192.15, ef¬ 
fective January i. 1971. 

§ 192.17 Filing of inspection ami 
maintenance plan*. 

(a) Except as provided in paragraph 
(b) of this section, each operator shall 
file with the Secretary not later than 
February 1, 1971. a plan for inspection 
and maintenance of each pipeline facility 
which he owns or operates. In addition, 
each change to an inspection and main¬ 
tenance plan must be filed with the Sec¬ 
retary within 20 days after the change 
is made. 

(b) The provisions of paragraph (a) 
of this section do not apply to pipeline 
facilities— 
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(1) That are subject to the jurisdic¬ 
tion of a State agency that has submitted 
a certification or agreement with respect 
to those facilities under section 5 of the 
Natural Gas Pipeline Safety Act t49 
U.S.C 1675): and 

(2) For which an inspection and 
maintenance plan is required to be filed 
with that State agency. 

<c> Plans filed with the Secretary 
must be sent to the office of Pipeline 
Safety. Department of Transportation. 
Washington. D.C. 20590. 

(Sec. 11. Natural Gas Pipeline Safety Act of 
I960. 49 UjS.C. sec. 1671. et s*q.; Part 1. 
Regulations of Ofllce of the Secretary of 
Transportation, 49 CPR Part 1; delegation of 
authority to Director. Ofllce of Pipeline 
Safety, dated Nov. 6. I960. 33 P R. 10460) 

Issued in Washington. D.C., on Octo¬ 
ber 16. 1970. 

Joseph C. Caldwell. 

Acting Director . 
Office of Pipeline Safety . 

|P.R. Doc. 70-14156; Filed, Oct, 20. 1970; 
8:48 am | 


Chapter X—Interstate Commerce 
Commission 

SUBCHAPTER A—GENERAL RULES ANO 
REGULATIONS 

J No. MC-C-2 (Sub. No 1); Ex Parte No. 

MC-37| 

PART 1048—COMMERCIAL ZONES 
New York, N.Y., Commercial Zone 

At a session of the Interstate Com¬ 
merce Commission. Review Board Num¬ 
ber 3, held at its office in Washington. 
D C., on the 22d day of September 1970. 

It appearing, that on February 4, 1970. 
the Commission made and entered its 
report. Ill M.C.C. 123. and order in these 
proceedings: 

It further appearing, that by petition 
filed June 12. 1970, the Reading Co. seeks 
restoration of the partial exemption pro¬ 
vided by section 203<b)<8> of the Inter¬ 
state Commerce Act as to defined areas 
of Port Reading. N.J., within tlie New 
York. N.Y., commercial zone; 

And good cause appearing therefor: 

It is ordered, That said proceeding, 
insofar as it relates to the zone adjacent 
to and commercially a part of New York, 
N Y., bo. and it is hereby, reopened for 
further consideration. 

It is further ordered. That Part 1048 
of Title 49 of the Code of Federal Regu¬ 
lations be, and it is hereby, amended to 
read as follows: 

§ 1018.1 Nc* York, N.Y. 

(a) The application of I 1048.101 Com¬ 
mercial Zones determined generally, with 
exceptions, is hereby extended to New 
Y'ork. N.Y. 

<b) The exemption provided by sec¬ 
tion 203(b) (8) of the Interstate Com¬ 
merce Act. of transportation by motor 
vehicle, in Interstate or foreign com¬ 
merce. performed wholly within the zone 
the limits of which are defined in para¬ 
graph <a> of this section, is hereby re¬ 


moved as to all such transportation 
except: 

<1) Transportation which is per¬ 
formed wholly within the following terri¬ 
tory: The area within the corporate 
limits of the cities of New York. Yonkers. 
Mount Vernon. North Pelham. Pelham, 
Pelham Manor. Great Neck Estates. 
Floral Park, and Valley Stream, N.Y., and 
Englewood. N.J.; the area within the 
borough limits of Alpine, Tenafiy, Engle¬ 
wood Cliffs. Leonia, Port Lee. Edgewater. 
Cllffside Park, Fairview, Palisades Park, 
and Ridgefield. Bergen County, N.J.: and 
that part of Hudson County, N.J., east of 
Newark Bay and the Hackensack River: 

(2) Transportation which is performed 
in respect of a shipment which has had 
a prior, or will have a subsequent move¬ 
ment by abater carrier, and which Is 
performed wholly between points named 
in subparagraph (1) of tills paragraph, 
on the one hand. and. on the other, those 
points in Newark and Elizabeth. N.J., 
identified as follows: All points in that 
area within the corporate limits of the 
cities of Newark and Elizabeth, N.J., 
west of Newark Bay and bounded on the 
south by the Main Line of the Penn 
Central Transportation Co., and on the 
north by the property line of the Penn 
Central Transportation Co.: and 

(3) Transportation which is performed 
in respect of a shipment by rail carrier, 
and which is performed wholly between 
points named in subpargaraph < 1) of this 
paragraph, on the one hand, and. on 
the other, 

(i> Those portions of Kearny, N.J., 
within an area bounded on the north by 
the Main Line of the Jersey City Branch 
of the Penn Central Transportation Co., 
on the south and east by Fish House 
Road and Pennsylvania Avenue, and on 
the west by the property line of the 
Penn Central Transportation Co. Truck 
Train Terminal, 

<il) (a) That portion of Newark, N.J., 
within an area bounded on the north by 
South Street and Delancey Street, on 
the east by Doremus Avenue, on the 
south by the freight right-of-way of the 
Penn Central Transportation Co. <Wa- 
verly Yard. Newark. NJ„ to Greenville 
Piers. Jersey City, NJ., line), and on the 
west by the Penn Central Transporta¬ 
tion Co.'s Hunter Street produce yard, 
and 

<b) That portion of Newark. N.J., 
within an area bounded on the north by 
Pionier 8treet, on the east by Broad 
Street, on the south by the passenger 
right-of-way of the Penn Central Trans¬ 
portation Co.’s Main Line, and on the 
west by Frelinghuysen Avenue, and 

(111) Port Reading. N.J., within an 
area bounded on the east by the Arthur 
Kill, on the south by the right-of-way 
of the Reading Co., on the west by Cliff 
Road, and on the north by Woodbridge 
Carteret Road. 

(49 8tat. 543. as amended; 544. amended 546. 
as amended, 49 U-S.C. 302, 303. 304) 

It is further ordered, That this order 
shall became effective on the 6th day of 
November 1970, and shall continue in 


effect until the further order of the 
Commission. 

It is further ordered, That the peti¬ 
tion, except to the extent granted herein, 
be. and it is hereby, denied. 

And it is further ordered, That notice 
of this order shall be given to the gen¬ 
eral public by depositing a copy thereof 
in the office of the Secretary of the Com¬ 
mission, at Washington, D.C., and by fil¬ 
ing a copy with the Director. Office of 
the Federal Register. 

By the Commission. Review Board 
Number 3. 

[seal] Robert L. Oswald, 

Acting Secretary. 

|F.R. Doc. 70-14171; Filed, Oct. 20. 1970; 

8:49 am.) 


Title 50—WILDLIFE ANO 
FISHERIES 

Chapter I—Bureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 

PART 32—HUNTING 


National Wildlife Refuges in 
North Carolina and South Carolina 

The following special regulations are 
issued and arc effective on date of publi¬ 
cation In the Federal Register. 

§ 32.12 Special regulation*; migrator* 
game bird*; for individual wildlife 
refuge urea*. 

North Carolina 


MATTAMUSKEXT NATIONAL WILDLIFE REFUGE 

Public hunting of ducks, geese, and 
coots on the Mattamuskeet National 
Wildlife Refuge. N.C., is permitted only 
on the area designated by signs as open 
to hunting. This open area, comprising 
11,300 acres, is delineated on a map 
available at the refuge headquarters. New 
Holland. N.C., and from the office of the 
Regional Director. Bureau of Sport Fish¬ 
eries and Wildlife, Peachtree-Seventh 
Building. Atlanta. Ga. 30323. Huntinc 
shall be in accordance with all applica¬ 
ble State and Federal regulations cover¬ 
ing the hunting of ducks, geese, and coots 
subject to the following special condi¬ 
tions: 

(1) Each hunter is limited to 25 shells 
per day. 

(2) Air-thrust boats arc prohibited. 


South Carolina 

SANTEE NATIONAL WILDLIFE REFUGE 

Public hunting of geese, ducks, and 
oots on the Santee National Wildlife 
tefuge. Lake Moultrie Unit. S.C. is P*r* 
lit ted only on the area designated by 
Igns as open to hunting. This open area, 
oniprising approximately 29.500 acres, is 
elineated on a map available at refuge 
eadquarters, Summerton. SC ana 
rom the office of the Regional Director, 
lureau of Sport Fisheries and Wildlife, 
'each tree-Scventh Building. Atlanta, 
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Ga. 30323. Hunting shall be In accord¬ 
ance with all applicable State and Fed¬ 
eral regulations covering the hunting of 
geese, ducks, and coots subject to the 
following special conditions: 

< 1 > Hunting will be permitted only on 
Tuesdays. Thursdays, and Saturdays 
during the period from December 2.1970, 
through January 20,1971. 

(2) Shooting hours are from one-half 
hour before sunrise until 12 m. Hunters 
may not enter the refuge hunting area 
prior to lVfc hours before sunrise and 
must be off the hunting area no later 
than 1 pm. 

(3 > Only temporary blinds constructed 
of native vegetation are permitted. Any 
blind constructed by a hunter on the 
hunting area, once vacated, may be oc¬ 
cupied by any other hunter on a first 
come, first served basis. 

1 4) Boats will not be left in Pinopolis 
Pool (Hatchery) overnight. 

(5> Boat motors of any type, Inboard, 
outboard, gasoline, diesel, air-thrust, or 
electric are not allowed in Pinopolis Pool 
(Hatchery). 

The provisions of these special regula¬ 
tions supplement the regulations which 
govern hunting on wildlife refuge areas 
generally which are set forth in Title 50, 
Code of Federal Regulations, Part 32. and 
are effective through January 20. 1970. 

W. L. Towns. 

Acting Regional Director . Bu¬ 
reau of Sport Fisheries and 
Wildlife. 

October 12, 1970. 

|F.it Doc. 70-14123; Filed, Oct. 20, 1970; 

8:46 ».m ] 


part 32—HUNTING 

Crab Orchard National Wildlife 
Refuge, III. 

The following special regulation Is 
Issued and is effective on date of publica¬ 
tion in the Federal Register. 

S 32.22 Sprrial regulation*: upland 
game; for individual wildlife refuge 
area*. 

Illinois 

CIAII ORCHARD NATIONAL WILDLIFE REFUGE 

Public hunting of pheasants and bob- 
vhite quail on the Crab Orchard Na¬ 
tional Wildlife Refuge. Ill., is permitted 
rrom November 14.1970, through Decem¬ 
ber 31. 1970: the hunting of rabbits is 
Permitted from November 14. 1970. 
through January 31. 1971. and the hunt¬ 
ing of raccoons, opossums, skunks and 
weasels Is permitted from November 1. 


RULES AND REGULATIONS 

1970, through January 31. 1971. but only 
on the area designated by signs as open 
to hunting. This open area, comprising 
9.380 acres is delineated on a map avail¬ 
able at the refuge headquarters. Carter- 
ville. HI., and from the Regional Director. 
Bureau of Sport Fisheries and Wildlife. 
Federal Building, Fort Snelling. Twin 
Cities. Minn. 55111. Hunting shall be in 
accordance with all applicable State and 
Federal regulations. 

The provisions of this special regula¬ 
tion supplement the regulations which 
govern hunting on wildlife refuges gen¬ 
erally which are set forth in Title 50, 
Code of Federal Regulations, Part 32. 
and are effective through January 31, 

1971. 

L. A. Mkhrhoff, Jr., 
Project Manager , Crab Orchard 
National Wildlife Refuge . 
CarterviUe . III. 

October 14, 1970. 

|F R. Doc. 70-14121; Filed, Oct 20. 1970: 
8:46 aji i.| 


PART 32—HUNTING 

Crab Orchard National Wildlife 
Refuge, III. 

The following special regulation is 
issued and is effective on date of publi¬ 
cation in the Federal Register. 

§ 32.32 Special regulation*; big game; 
for individual wildlife refuge area*. 

Illinois 

crab orchard national wildlife refuge 

The public hunting of deer on the Crab 
Orchard National Wildlife Refuge on an 
area designated by signs as open to hunt¬ 
ing is permitted with bow and arrow 
from one-half hour before sunrise to 
one-half hour before sunset daily from 
October 1, 1970. through November 15, 
1970, and from one-half hour before sun¬ 
rise until one-half hour before sunset 
November 23.1970, through December 31, 
1970, except during the period Decem¬ 
ber 7 through December 13. 1970, inclu¬ 
sive. Shotgun or single shot muzzle 
loading rifle hunting of deer is permitted 
from 6:30 a m. to 4 pm. from Novem¬ 
ber 20. 1970. through November 22, 1970. 
and from December 11, 1970, through 
December 13. 1970. This open area com¬ 
prising 9.380 acres, is delineated on maps 
available at refuge headquarters, Carter- 
vllle. Ill., and from the Regional Director. 
Bureau of Sport Fisheries and Wildlife. 
Federal Building, Fort Snelling. Twin 
Cities. Minn. 55111. Hunting shall be In 
accordance with all applicable State and 
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Federal regulations governing the hunt¬ 
ing of deer. 

The provisions of this special regula¬ 
tion supplement the regulations which 
govern hunting on wildlife refuge areas 
generally which are set forth in Title 50. 
Code of Federal Regulations. Part 32, 
and are effective through December 31, 
1970. 

L. A. Mr.HRHorr. Jr.. 
Project Manager , Crab Orchard 
National Wildlife Refuge . 
CarterviUe , /U. 

October 14.1970. 

| PJL Doc. 70-14120; Piled, Oct. 20. 1970; 
8:46 am.| 


PART 32—HUNTING 

Bosque del Apache National Wildlife 
Refuge, New Mexico 

The following special regulation is 
issued and is effective on date of publi¬ 
cation in the Federal Register. 

§32.32 Special regulation*: big game; 
for individual wildlife refuge area*. 

New Mexico 

BOSQUE DEL APACHE NATIONAL WILDLIFE 
REFUGE 

Public hunting of deer on the Basque 
del Apache National Wildlife Refuge, 
N. Mex., is permitted only on the 
area designated by signs as open to 
hunting. This open area, comprising 
20,200 acres, is delineated on maps avail¬ 
able at refuge headquarters, San An¬ 
tonio. N. Mex., and from the Regional 
Director. Bureau of Sport Fisheries and 
Wildlife. Post omcc Box 1300, Albuquer¬ 
que. N. Mex. 87103. Hunting shall be in 
accordance with all applicable State reg¬ 
ulations covering the hunting of deer 
subject to the following special 
conditions: 

(1) The open season for hunting deer 
on the refuge is from November 2i 
through November 29, 1970. 

The provisions of this special regula¬ 
tion supplement the regulations which 
govern hunting on wildlife refuge areas 
generally which are set forth in Title 50. 
Code of Federal Regulations. Part 32. 
and are effective through November 29. 
1970. 

Richard W. Rigbv. 

Refuge Manager , Bosque del 
Apache National Wildlife 
Refuge . San Antonio , N. Mex. 

October 8. 1970. 

|p.n. Doc. 70-14122: Filed, Oct. 20. 1970; 

8:46 am j 
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Proposed Rule Making 


DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
[ 26 CFR Parts l r 301 1 

ADDITION TO TAX FOR FAILURE TO 
PAY TAX 

Notice of Proposed Rule Making 

Notice is hereby Riven that the regula¬ 
tions set forth in tentative form in the 
attached appendix are proposed to be 
prescribed by the Commissioner of Inter¬ 
nal Revenue, with the approval of the 
Secretary of the Treasury or his delegate. 
Prior to the final adoption of such regu¬ 
lations, consideration will be given to 
any comments or suggestions pertaining 
thereto which are submitted in writing, 
preferably in quintuplicate, to the Com¬ 
missioner of Internal Revenue. Atten¬ 
tion: CC:LR:T, Washington. D.C. 20224, 
within the period of 30 days from the 
date of publication of this notice In the 
Federal Register. Any written comments 
or suggestions not specifically designated 
os confidential in accordance with 26 
CFR 601.601(b) may be inspected by any 
person upon written request. Any person 
submitting written comments or sug¬ 
gestions who desires an opportunity to 
comment orally at a public hearing on 
these proposed regulations should sub¬ 
mit his request, in writing, to the Com¬ 
missioner within the 30-day period. In 
such case, a public hearing will be held, 
and notice of the time, place, and date 
will be published in a subsequent issue of 
the Ftderal Register. The proposed 
regulations are to be issued under the 
authority contained in section 7805 of 
the Internal Revenue Code of 1954 <68A 
Stat. 917; 26 U.S.C. 7805), 

f seal 1 William H. Smith, 

Acting Commissioner 
of Internal Revenue. 

In order to conform the Income Tax 
Regulations (26 CFR Part 1), and the 
Regulations on Procedure and Adminis¬ 
tration (26 CFR Part 301), to the amend¬ 
ments of the Internal Revenue Code 
made by section 943 of the Tax Reform 
Act of 1969 (83 8tat. 727). such regula¬ 
tions are amended as follows: 

Income Tax Regulations 

Paragraph 1. 8ection 1.6081-1 Is 
amended by revising paragraph <a) to 
read as follows; 

§ 1.6081-1 Extension of lime for filing 
return*. 

<a) In general . District directors and 
directors of service centers are author¬ 
ized to grant a reasonable extension of 
time for filing any return, declaration, 
statement, or other document which re¬ 
lates to any tax imposed by subtitle A of 


the Code and which is required under 
the provisions of subtitle A or F of the 
Code or the regulations thereunder. How¬ 
ever, except In the case of taxpayers who 
are abroad, such extensions of time shall 
not be granted for more than 6 months. 
An extension of time for filing an income 
tax return shall operate to extend the 
time for the payment of the tax or any 
Installment thereof unless specified to 
the contrary in the extension. For exten¬ 
sion of time for filing of declarations of 
estimated tax. see IS 1.6073-4 and 
1.6074-3. For rules relating to extension 
of time for paying tax, see 5 1.6161-1. 

• • • • • 

Par. 2. Section 1.6161-1 Is amended by 
revising subparagraph (3) of paragraph 
(a) to read as follows: 

g 1.6161—1 Extrusion of lime for pay¬ 
ing lax or deficiency. 

(a) In general. • • • 

(3) Extension of time for filing distin¬ 
guished. The granting of an extension 
of time for filing a return shall operate 
to extend the time for the payment of 
the tax unless specified to the contrary 
in the extension. 


Regulations on Procedure and 
Administration 

Par. 3. Section 301.6651 is amended by 
revising section 6651 and by adding a his¬ 
torical note. The revised and Added pro¬ 
visions read as follows: 

§ 301.6651 S tutu lory provision*; failure 

to file lax return or lo pay lax. 

Sec. 6651. Failure to file tar return or to 
pay far—(a) Addition to the tax . In case of 
failure— 

(1) To file any return required under au¬ 
thority of suhehapter A of chapter 61 (other 
than part III thereof). subchapter A of chap¬ 
ter 51 (relating to distilled spirits, wines, and 
beer), or of subchapter A of chapter 52 (re¬ 
lating to tobacco, cigars, cigarettes, and 
cigarette papers and tubes), or of subchaptcr 
A of chapter 53 (relating to machine guns 
and certain other firearms), on the date pre¬ 
scribed therefor (determined with regard to 
any extension of time for filing), unless tt 
is shown that such failure is duo to reason¬ 
able cause and not due to willful neglect, 
there shall be added to the amount required 
to be shown ss tax on such return 5 percent 
of the amount of such tax If the failure Is 
for not more than 1 month, with an addi¬ 
tional 5 percent for each additional month or 
fraction thereof during which such failure 
continues, not exceeding 25 percent in the 
aggregate; 

(2) To pay the amount shown as tax on 
any return specified In paragraph (1) on or 
before the date prescribed for payment of 
such tax (determined with regard to any ex¬ 
tension of time for payment), unless It is 
shown that such failure is due to reasonable 
cause and not due to willful neglect, there 
shall be added to the amount shown as tax 
on such return OJ} percent of the amount of 
such tax if the failure is for not more than 


1 month, with an additional 0.5 percent for 
each additional month or fraction thereof 
during which such failure continues, not 
exceeding 25 percent in the aggregate; or 

(3) To pay any amount in respect of any 
tax required to be shown on a return speci¬ 
fied In psrsgraph (1) which is not so shown 
(including an assessment made pursuant to 
section 6213(b)) within 10 days of the date 
of the notice and demand therefor, unless tt 
Is shown that such failure is due to reason¬ 
able cause and not due to willful neglect, 
there shall be added to the amount of tax 
stated in such notice and demand 0.6 percent 
of the amount of such tax if the failure u 
for not more than 1 month, with an addi¬ 
tional 0.5 percent for each additional month 
or fraction thereof during which such failure 
continues, not exceeding 35 percent in the 
aggregate. 

(b) Penalty imposed on net amount due. 


For purposes of— 

(1) Subsection (a)(1), the amount of tax 
required to be shown on the return shall be 
reduced by the amount of any part of the 
tax which Is paid on or before the date pre¬ 
scribed for payment of the tax and by the 
amount of any credit against the tax which 
may he claimed on the return. 

(2) Subsection (a)(2). tho amount of tax 
shown on the return shall, for purpose* of 
computing the addition for any month, be 
reduced by the amount of any part of the 
tf t which lo paid on or before the begin¬ 
ning of such month and by the amount of 
any credit against the tax which may be 
claimed on the return, and 

(3) Subsection (a)(3), the amount of tax 
stated in the notice and demand shall, for 
the purpose of computing the addition for 
any month, be reduced by the amount of any 
part of the tax which la paid before the 
beginning of such month. 

(c) Limitations and special rule —(1) Au¬ 
ditions under more than one paragraph. (A) 
With respect to any return, the amount of 
the addition under paragraph ill of 
section (a) shall be reduced by the amount 
of the addition under paragraph (2) of «it>- 
sectlon (a) for any month to which an addi¬ 
tion to (ax applies under both paragraphs 
(!)and<2). . . 

(R ) with respect to any return, the maxi¬ 
mum amount of the addition P«rmlt ted un¬ 
der paragraph (3) of subsection (a) shall be 
red tic ed by the amount of the addition un¬ 
der paragraph (l) of subsection " h * 
is attributable to the tax for which the no¬ 
tice and demand Is made and which w 
paid within 10 days of notice and demand. 

(2) Amount of tax shown more th 
amount required to be shown. If the am 
required to be shown as tax on a return * 
lex* than the amount shown as tax on w" 
return, subsections (a)(2) and (1)M2) * • 
be applied by substituting such lower 

^°'(d) Exception for declarations 
mated tax . This section shall not Apply < 
any failure to file a declaration of estimaxu 
tax required by section 6015 p * t , n 

estimated tax required to be paid by 

6153 or 6184. 

(See. C651 u amended by e*c- : 

Revenue end ExpendltureControlA ( 

<68A Stet. 740); eec. 043(e). Tex ■- • 
Act. I960 (63 Stet. 727) ) 

Pa*. 4. Section 301.6651-1 I* amended 
to read as follows: 
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§ 301.6651—1 Fttiltirr to file lax return 
or to pax tux. 


<&> Addition to the tax —(1) Failure 
to file tax return. In case of failure to 
file a return required under authority 

of— 


<i> Subchapter A. chapter 61 of the 
Code, relating to returns and records 
< other than sections 6015 and 6016, re¬ 
lating to declarations of estimated tax, 
and part m thereof, relating to in¬ 
formation returns); 

(11) Subchapter A, chapter 51 of the 
Code, relating to distilled spirits, wines, 
and beer; 

<iii> Subchapter A. chapter 52 of the 
Code, relating to cigars, cigarettes, and 
cigarette papers and tubes: or 

<iv) Subchapter A. chapter 53 of the 
Code, relating to machine guns, destruc¬ 
tive devices, and certain other firearms: 
and the regulations thereunder, on or 
before the date prescribed for filing (de¬ 
termined wi!h regard to* any extension 
of time for such filing), there shall be 
added to the tax required to be shown 
on the return the amount specified be¬ 
low unless the failure to file the return 
within the prescribed time Is shown to 
the satisfaction of the district director or 
the director of the service center to be 


due to reasonable cause and not to will¬ 
ful neglect. The amount to be added to 
the tax is 5 percent thereof if the failure 
is for not more than 1 month, with an 
additional 5 percent for each additional 
month or fraction thereof during which 
the failure continues, but not to exceed 
25 percent in the aggregate. The amount 
of any addition under this subparagraph 
shall be reduced by the amount of the 
addition under subparagraph (2) of this 
paragraph for any month to which an 
addition to tax applies under both sub- 
paragraphs (1) and (2) of this para¬ 
graph. 

(2) Failure to pay tax shown on re¬ 
turn. In case of failure to pay the amount 
shown as tax on any return (required to 
be filed after December 31, 1969. without 
regard to any extension of time for filing 
thereof) specified In subparagraph (I) 
of this paragraph on or before the date 
prescribed for payment of such tax (de¬ 
termined with regard to hny extension 
of time for payment), there shall be 
added to the tax shown on the return 
the amount specified below unless the 
failure to pay the tax within the pre¬ 
scribed time Is shown to the satisfaction 
of the district director or the director 
or the service center to be due to reason¬ 
able cause and not to willful neglect. The 
amount to be added to the tax is 0.5 
percent of the amount of tax shown on 
the return if the failure Is for not more 
than l month, with an additional 0.5 
percent for each additional month or 
traction thereof during which the fail- 
^L C °htinues, but not to exceed 25 
percent in the aggregate. 

* 3> ^lurc to pay tax not shown on 
n *** ca *e of failure to pay any 
n re ** >ec * of any tax required 
to be shown on a return specified In aub- 
(l} °* paragraph which 
80 Colliding an assessment 

made pursuant to section 6233(b)) 


within 10 days from the date of the notice 
and demand therefor (if such notice and 
demand Is made after December 31, 
1969), there shall be added to the amount 
stated in the notice and demand the 
amount specified below unless the failure 
to pay the tax within the prescribed time 
Is shown to the satisfaction of the district 
director or the director of the service 
center to be due to reasonable cause and 
not to willful neglect. The amount to be 
added to the tax is 0.5 percent of the 
amount stated in the notice and demand 
if the failure is for not more than 1 
month, with an additional 0.5 percent for 
each additional month or fraction thereof 
during w r hich the failure continues, but 
not to exceed 25 percent in the aggregate. 
The maximum amount of the addition 
permitted under this subparagraph shall 
be reduced by the amoun. of the addition 
under subparagraph (1) of this para¬ 
graph which Is attributable to the tax 
for which the notice and demand is made 
and which is not paid within 10 days 
from the date of notice and demand. 

<b> Month defined. (1) If the date 
prescribed for filing the return or pay¬ 
ing tax is the last day of a calendar 
month, each succeeding calendar month 
or fraction thereof during which the 
failure to file or pay tax continues shall 
constitute a month for purposes of sec¬ 
tion 6651. 

(2) If the date prescribed for filing 
the return or paying tax is a date other 
than the last day of a calendar month, 
the period which terminates with the 
date numerically corresponding thereto 
in the succeeding calendar month and 
each such successive period shall con¬ 
stitute a month for purposes of section 
6651. If. in the month of February, there 
Is no date corresponding to the date 
prescribed for filing the return or paying 
tax, the period from such date in Jan¬ 
uary through the lost day of February 
shall constitute a month for purposes 
of section 6651. Thus, if a return is due 
on January 30, the first month shall end 
on February 28 (or 29 if a leap year), 
and the succeeding months shall end on 
March 30. April 30, etc. 

<3> If a return Is not timely filed or 
tax Is not timely paid, the fact that the 
date prescribed for filing the return or 
paying tax, or the corresponding date in 
any succeeding calendar month, falls 
on a Saturday, Sunday, or a legal holi¬ 
day is immaterial in determining the 
number of months for which the addi¬ 
tion to the tax under section 6651 applies. 

(c) Showing of reasonable cause —(1) 
A taxpayer who wishes to avoid the ad¬ 
dition to the tax for failure to file a tax 
return or pay tax must make an affirm¬ 
ative showing of all facts alleged as a 
reasonable cause for his failure to file 
such return or pay such tax on time in 
the form of a written statement con¬ 
taining a declaration that it is made 
under penalties of perjury. Such state¬ 
ment should be filed with the district 
director or the director of the service 
center with whom the return is required 
to be filed. If the district director or the 
director of the service center determines 
that the delinquency was due to a rea¬ 


sonable cause and not to willful neglect, 
the addition to the tax will not do 
assessed. If the taxpayer exercised ordi¬ 
nary business care and prudence and wr.s 
nevertheless unable to file the return 
within the prescribed time, then the 
delay is due to a reasonable cause. A 
failure to pay will be considered to be 
due to reasonable cau.se to the extent 
that the taxpayer has made a satisfac¬ 
tory showing that he exercised ordinary 
business care and prudence in providing 
for payment of his tax liability and was 
nevertheless either unable to pay the 
tAx or would suffer an undue hardship 
(as described In { 1.6161-1 (b) of this 
chapter) if he paid on the due date. In 
determining whether the taxpayer was 
unable to pay the tax In spite of the 
exercise of ordinary business care and 
prudence in providing for payment of his 
tax liability, consideration will be given 
to all the facts and circumstances of the 
taxpayer's financial situation. Including 
the amount and nature of the taxpayer's 
expenditures in light of the income (or 
other amounts) he could, at the time of 
such expenditures, reasonably expect to 
receive prior to the date prescribed for 
the payment of the tax. Thus, for ex¬ 
ample, a taxpayer who incurs lavish or 
extravagant living expenses in an 
amount such that the remainder of his 
assets and anticipated income will be In¬ 
sufficient to pay his tax. has not exer¬ 
cised ordinary business care and pru¬ 
dence In providing for the payment of his 
tax liability. Further, a taxpayer who 
Invests funds in speculative or illiquid 
assets has not exercised ordinary busi¬ 
ness care and prudence in providing for 
the pasTncnt of his tax liability unless, at 
the time of the Investment, the re¬ 
mainder of the taxpayer’s assets and 
estimated income will be sufficient to pay 
his tax or it can be reasonably foreseen 
that the speculative or illiquid invest¬ 
ment made by the taxpayer can be uti¬ 
lized (by sale or as security for a loan) 
to realize sufficient funds to satisfy the 
tax liability. A taxpayer will be con¬ 
sidered to have exercised ordinary busi¬ 
ness care and prudence if he made rea¬ 
sonable efforts to conserve sufficient as¬ 
sets in marketable form to satisfy his tax 
liability and nevertheless was unable to 
pay all or a portion of the tax when It 
became due. 

( 2 ) In determining If the taxpayer ex¬ 
ercised ordinary business care and pru¬ 
dence In providing for the payment of 
his tax liability, consideration will be 
given to the nature of the tax which the 
taxpayer has failed to pay. Thus, for ex¬ 
ample, facts and circumstances which, 
because of the taxpayer's efforts to con¬ 
serve assets in marketable form, may 
constitute reasonable cause for nonpay¬ 
ment of income taxes may not constitute 
reasonable cause for failure to pay over 
taxes described in section 7501 that arc 
collected or withheld from any other 
person. 

(d) Penalty imposed on net amount 
due —(1) Credits against the tax. The 
amount of tax required to be shown on 
the return for purposes of section 6651 
(a)(1) and the amount shown as tax 


No, Toe -s 
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on the return for purposes of section 
6651(a)(2) shall be reduced by the 
amount of any part of the tax which is 
paid on or before the date prescribed for 
payment of the tax and by the amount 
of any credit against the tax which may 
be claimed on Die return. 

<2* Partial payments . (i) The amount 
cf tax required to be shown on the return 
for purposes of section 6651(a) (2) shall, 
for the purpose of computing the addi¬ 
tion for any month, be reduced by the 
amount of any part of the tax which is 
paid after the date prescribed for pay¬ 
ment and on or before the first day of 
such month. 

(11) The amount of tax stated in the 
notice and demand for purposes of sec¬ 
tion 6651(a) (3) shall, for the purpose of 
computing the addition for any month, 
be reduced by the amount of any part of 
the tax which Is paid before the first 
day of such month. 

(e) No addition to tax if fraud penalty 
assessed . No addition to the tax under 
section 6651 shall be assessed with respect 
to an underpayment of tax if a 50-per- 
cent addition to the tax for fraud is 
assessed with respect to the same under¬ 
payment under section 6653(b). See 
section 6653(d). 

(f) Examples. The provisions of this 
section may be illustrated by the follow¬ 
ing examples: 

Example(i), (a) Under section 0072(a). 
Income tax returns of individuals on a calen¬ 
dar year basis must be died on or before the 
25th day of April following the close of the 
calendar year Assume an Individual Hied 
his Income tax return for the calendar year 
I960 on July 20. 1970. and the failure to file 
on or before the prescribed date la not due to 
reasonable cause. The tax shown on tbe 
return Is 9000 and a deficiency of $200 Is 
subsequently assessed, making the tax re¬ 
quired to be shown on the return. $1,000. Of 
this amount. $300 has been paid by with¬ 
holding from wages and $400 has been paid 
as estimated tax The balance due an shown 
on the return of $100 ($800 shown as tax on 
the return less $700 previously paid) U paid 
on August 21. 1970. The failure to pay on or 
before the prescribed date Is not due to 
reasonable cause. There will be imposed. In 
addition to Interest, an additional amount 
under section 6651(a)(2) of $2.50. which 
Is 2.5 percent (2% for the 4 months from 
April 16 through August 15. and 0 5<5, for the 
fractional part of the month from August 16 
through August 21) of the net amount due 
as shown on the return of $100 ($800 shown 
on the return less $700 paid on or before 
April 15). There will also be Imposed an 
additional amount under section 6651(a)(1) 
of $58, determined as follows: 

20 percent (5% per month for the 3 
months from April 16 through July 15 
and 5% for the fractional part of the 
month from July 16 through July 20) 
of the net amount due of $300 ($1,000 
required to be shown on the return 
less $700 paid on or before April 15) ... $60 
Reduced by the amount of the addition 
imposed under section 6651(a)(2) for 
those months-— 2 

Addition to tax under section 6651 

(a)(1)..~. 58 


(b) A notice and demand for the $200 
deficiency Is Issued on January 8. 1971. but 
the taxpayer does not pay the deficiency until 
December 23. 1971. In addition to Interest 


there will be Imposed an additional amount 
under section 6651(a)(3) of $10. determined 
as follows: 

Addition computed without regard to 
limitation: 

6 percent (5%% for the 11 months 


from January 19. 1971, through De¬ 
cember 18, 1971. and 0.5% for the frac¬ 
tional port of the month from 
December 19 through December 23) 
of the amount stated In the notice 
and demand ($200)_$12 

Limitation on addition: 

25 percent of the amount stated in the 

notice and demand ($200)_$50 

Reduced by the part of the addition 
under section 6651(a)(1) for failure 
to file attributable to the $200 defi¬ 
ciency (20% of $200). 40 

Maximum amount of the addition 
under section 6651(a) (3)_ 10 


Example (2). An Individual files his in¬ 
come tax return for the calendar year 1969 
on December 2. 1970. and such delinquency 
Is not due to reasonable cause. The balance 
due. as shown on the return, of $500 u paid 
when the return Is filed on December 2. 
1970. In addition to Interest and the addi¬ 
tion for failure to pay under section 6661 
(a)(2) of $20 (8 months at 0.5% per month. 
4%). there will also be Imposed an additional 
amount under section 6651(a)(1) of $112.50. 
determined as follows: 

Penalty at 5 percent for maximum 

of 5 months. 25 percent of $500_. $125. 00 
Less reduction for the amount of the 
addition under section 6651 (a) (2): 

Amount imposed under section 6651 
(a)(2) for the months In which 
there Is also an addition for fail¬ 
ure to pay—2>/fc percent for the 5 
months April 16 through Sep¬ 
tember 15 of the net amount due 


($500)... 12.50 

Addition to tax under section 6651 

(a)(1) .. 112.50 


Pax. 5. Section 301.6656 Is amended by 
revising subsection (a) ot section 6656 
and by adding a historical note. The re¬ 
vised and added provisions read as 
follows: 

§ 301.6656 Statutory provision*: failure 
to make deposit of taxes. 

Sec. 6656. Failure to make deposit ot 
taxes —(a) Penalty. In case of failure by 
any person required by this title or by reg¬ 
ulation of the Secretary or his delegate 
under this title to deposit on the date pre¬ 
scribed therefor any amount of tax Imposed 
by this title in such government depositary 
as U authorised under section 6302(c) to 
receive such deposit, unless It Is shown that 
such failure Is due to reasonable cause and 
not due to willful neglect, there shall be Im¬ 
posed upon such person a penalty of 5 per¬ 
cent of tho amount of the underpayment. 
For purposes of this subsection, the term 
“underpayment** means the excess of the 
amount of the tax required to be so de¬ 
posited over the amount. If any. thereof 
deposited on or before the date prescribed 
therefor. 


(Sec. 6656 as amended by sec. 943(b), Tax 
Reform Act. 1969 (83 Stat. 728)) 

Pax. fl. Section 301.6656-1 la amended 
by revising paragraph (a) to read as 
follows: 


§301.6656-1 Failure to make deposit 
of tnx(% 

(a) Penalty . (1) In case of failure by 
any person required by the Code or regu¬ 
lations prescribed thereunder to deposit 
any tax in a Government depositary, as 
Is authorized under section 6302<c>, 
within the time prescribed therefor, a 
penalty shall be imposed on such person 
unless such failure is shown to the satis¬ 
faction of the district director or the 
director of the service center to be due 
to reasonable cause and not to willful 
neglect. In the case of deposits, the time 
for making of which is after Decem¬ 
ber 31, 1969, the penalty shall be 5 per¬ 
cent of the amount of the underpayment 
without regard to the period during 
which the underpayment continues. In 
the case of deposits, the time for making 
of which is before January 1, 1970. the 
penalty shall be 1 percent of the amount 
of the underpayment if the failure is for 
not more than 1 month, with an addi¬ 
tional l percent for each additional 
month or fraction thereof during which 
failure continues, not to exceed 6 per¬ 
cent in the aggregate. For purposes of 
this section, the terra "underpayment” 
means the amount of tax required to be 
deposited less the amount, if any. which 
was deposited on or before the date pre¬ 
scribed therefor, and the term "month ’ 
shall have the same meaning as¬ 
signed to such term in paragraph <b> of 
i 301.6651-1. 

(2) A taxpayer who wishes to avoid 
the penalty for failure to deposit must 
make an affirmative showing of all facts 
alleged as a reasonable cause in a written 
statement containing a declaration that 
it is made under the penalties of perjury, 
which should be filed with the district 
director for the district in which the re¬ 
turn with respect to the tax is required to 
be filed, or with the director of the serv¬ 
ice colter. If the district director or the 
director of the service center determines 
that the delinquency was due to a rea¬ 
sonable cause, and not to willful neglect, 
the penalty will not be imposed. 

• • • • • 
jP.R. Doc. 70-14155; Piled. Oct. 20. 1970; 

8:48 XJn.l 


DEPARTMENT OF JUSTICE 

Immigration and Naturalization 
Service 


I 8 CFR Part 214 1 

INTRA-COMPANY TRANSFEREES 

Notice of Proposed Rule Making 

Pursuant to section 553 of title 5 of 
he United States Code (80 Stat 383*. 
lotlce is hereby given of the proposed 
issuance of the following rules pertain- 
ng to intra-company transferees. In ac- 
:ordancc with section 553. interested 
arsons may submit to the Commissioner 
>f Immigration and Naturalization, 
toom 757. 119 D Street NE., Washing- 
on. DC. 20536. written data, rivfs, or 
irguments. in duplicate, relative to» the 
proposed rules. Such representations 
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may not be presented orally in any 
manner. All relevant material received 
within 20 days following the date of 
publication of this notice will be con¬ 
sidered. 

PART 214—NONIMMIGRANT 
CLASSES 


1. The first and fourth sentences of 
subparagraph O) Petitions of paragraph 
<h) Temporary employees of 9 214-2 
Special requirements for admission . ex- 
hraxlon. and maintenance of status are 
amended to read as follows: “An alien 
defined In section 101(a) (15) <H> of the 
Act must be the beneficiary of an ap¬ 
proved visa petition filed on Form I- 
129B. • • • The spouse and minor chil¬ 
dren of the beneficiary arc entitled to 
nonimmigrant H classification if ac¬ 
companying or following to Join him/* 

2. Subdivision <iv) Petition for fnfra- 
company transferee of subparagraph (2) 
Supporting evidence of paragraph (h) 
Temporary employees of 4 214.2 Special 
requirements for admission, extension, 
and maintenance of status Is revoked. 

3. Section 214.2 is amended by redesig¬ 
nating paragraph (1) NATO aliens as 
paragraph (m> and by adding a new 
paragraph (1) to read as follows: 

(1) Intra-companv transferees —Cl) 
Petition. An alien defined in section 101 
(a) (15) <L) of the Act must be the bene¬ 
ficiary of an approved visa petition filed 
on Form I-129B. A separate petition for 
each such alien, with supporting docu¬ 
ments, shall be filed by the petitioner 
with the district director having admin¬ 
istrative jurisdiction over the place In the 
United States where the beneficiary will 
perform the services. The approval of a 
petition under this paragraph shall be 
valid for the period of established need 
for the beneficiary’s temporary service* 
not to exceed l year. The spouse and 
minor children of the beneficiary are 
entitled to the same nonimmigrant clas¬ 
sification if accompanying or following 
to Join him. However, neither the spouse 
nor a child may accept employment un¬ 
less such spouse or child is the bencfici- 
jry of an approved petition filed In his 
The Petitioner, who need not be 
5 VB. resident, shall be notified of the 
decision and. if the petition Is denied, of 
the reasons therefor and of his right to 
appeal in accordance with the provisions 
of Part 103 of this chapter. 

*2) Supporting evidence. A petitioner 
**wng to accord an alien classification 
imder section 101(a) U5>(L> of the Act 
1 10 the petition a statement 

describing the capacity in which the ben- 
nciary has been employed abroad and 
c ^Paclty in which he Is to be cm- 
Ployed in the United States. If the serv- 
** rendered by the beneficiary 
yo not managerial or executive In na- 
lnvolve specialized knowledge, 
statement shall describe the nature 
bv thn s pcc ** nzc<i knowledge possessed 
enr* * ^cflolary which makes his pres- 
ence to the United States necessary. 

t*TiTi^ d7 ? is ? ion ‘ em Vloyment. and ex- 
admis^iA^ ac J* clftr y may apply for 
in* tht ^! 1 Unltec * States only dur- 

* the period of validity of the petition. 


and the period of his initial authorized 
stay shall not exceed the date of validity 
of that petition. The approval of any 
petition is automatically terminated 
when the petitioner dies, goes out of 
business, or files a written withdrawal of 
the petition before the beneficiary arrives 
in the United States. Approval of the 
beneficiary’s employment is automati¬ 
cally suspended while a strike or oth**r 
labor dispute involving a work stoppage 
or layoff of employees is In progress In 
the occupation and at the place the alien 
is being employed. Upon application on 
Form 1-539, extensions of stay may be 
authorized in Increments of not more 
than !2 months under the same terms 
and conditions as apply to an admission, 
except that a new petition will not be 
required to continue previously author¬ 
ized temporary employment. The bene¬ 
ficiary’s spouse and children admitted In 
his nonimmigrant classification may be 
included In his extension application and 
given extension of stay coextensive with 
his. 

(See. 103. 64 8tat. 173; 8 U.8.C. 1103) 
Dated: October 15. 1970. 

Raymond F. Farrell. 

Commissioner of 
Immigration and Naturalization. 

iPit Doc. 70-14131; Filed Oct. 20 1070; 

8:46 am.) 


DEPARTMENT OF THE INTERIOR 

Oil Import Administration 
t 32A CFR Ch. X] 

(Oil Import Regulation 1 (Rev. 5)1 

CRUDE OIL IMPORTED AS RESIDUAL 

FUEL OIL FOR USE AS BURNER 

FUEL 

Topping Process; District I and 
Districts IWV 

There is set forth below, in the form 
of a section of Oil Import Regulation 1 
(Revision 5). as amended, a proposal 
which would permit imported crude oil 
that is to be used as residual fuel oil to 
be topped solely for the purpose of rais¬ 
ing the flash point of the residuum before 
it is delivered to the consumer. 

Subparagraph (7), paragraph (g). sec¬ 
tion 9 of Proclamation 3279, as amended, 
defines residual fuel oil as (I) topped 
crude oil or viscous residuum which has 
a viscosity of not less than 45 seconds 
Say bolt Universal at 100* F„ and (U) 
crude oil which is to be used as fuel 
without further processing other than by 
blending by mechanical means. 

Persons who have residual fuel oil Im¬ 
port allocations and licenses in District I 
which are Issued under the existing Oil 
Import Regulation 1 (Revision 5). as 
amended, or by the Oil Import Appeals 
Board, may import crude oil under such 
allocations and license* provided that the 
crude oil so Imported is used as fuel 
without further processing. Persons may 
also Import Canadian produced crude oil 
by overland means into Districts I-IV 


without allocation or license provided the 
crude oil is used directly as fuel. The 
flash point of some of these crude oils 
occurs at or below atmospheric tempera¬ 
tures and may pose a fire hazard in Its 
handling at consumers facilities which, 
in the main, are presently equipped only 
for storing and handling a high flash 
point residual fuel oil. 

This proposal, if adopted, with the 
approval of the Director of the Office of 
Emergency Preparedness, would Imple¬ 
ment suggestions that refiners be per¬ 
mitted to distill off a portion of the light 
hydrocarbons In the Imported crude oil 
for the purpose of raising the flash point 
of the residuum before delivery to the 
consumer. The refiners would then either 
export the portion distilled off or use it as 
fuel in the plant complex which includes 
the distillation unit. 

Interested persons are invited to sub¬ 
mit w'ritten comments upon the proposal 
to the Administrator, Oil Import Admin¬ 
istration, Department of the Interior. 
Washington, D.C. 20240, within a period 
of 30 days from the date of publication 
of the notice in the Federal Reoister. 
Each person who submits comments Is 
asked to provide fifteen (15) copies. 

R. W. Snyder. Jr„ 

Acting Administrator , 

Oil Import Administration. 

October 19.1970. 

Sec. ... ('ru<lr oil imported m roddtiiil 
furl oil for u*c a* furl—topping 
prorfM, District I and DUtrirts 1I-IV. 

(a) (1) For the purposes of this section 
only the term "crude oil used os residual 
fuel oil” means crude oil Imported from 
Canada into Districts I-IV pursuant to 
section Ka>(4> of Presidential Procla¬ 
mation 3279. as amended, or (2) crude 
oil imported into District I under a 
license issued pursuant to section 12 or 
21 of these regulations and, which In 
either case, is to be used as burner tuel 
without further processing other than 
by blending by mechanical means and 
by distilling as provided by this section. 

(2> For the purpose of tills section, a 
plant complex will mean facilities within 
the immediate area of the distilling unit 
Including all equipment of which the 
distillation unit is a related part but 
shall not Include points which would re¬ 
quire the product to be moved from the 
distillation unit to such point outside the 
immediate area. 

(b) A person seeking a certificate of 
approval under paragraph <c> of th's 
section must file an application with the 
Administrator not later than 15 days be¬ 
fore the expected date of the commence¬ 
ment of importation of the crude oil used 
as residual fuel oil. Such application 
shall certify In detail such Information 
as the Administrator may require in¬ 
cluding. but not limited to, the following: 

(1) The location of the distillation 
unit. 

Ui) The nature of the distillation unit 
and any plant complex of which it Is a 
part. 

(Ui) If the distillation unit is part of 
a plant complex, a description of the 
method to be used In segregating and 
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accounting for feedstocks and products 
of the distillation unit from the feed¬ 
stocks and products of the balance of the 
plant complex. 

<iv) The quantity of crude oil to be 
used as residual fuel oil to be imported 
and processed in the distillation unit. 

<v> The date importation will com¬ 
mence. 

(vi) Any other information as may be 
required by the Administrator. 

(c) Upon approving a person’s appli¬ 
cation, based upon a determination that 
the person's proposed distillation opera¬ 
tion will comply with all conditions and 
limitations of this subparagraph, the 
Administrator shall issue a certificate of 
approval for each separate entry for con¬ 
sumption or withdrawal from bond au¬ 
thorizing (he person to further process 
by distillation in Districts I-IV crude 
oil to be used as residual fuel imported 
from Canada by overland means and in 
District I. that crude oil to be used as 
residual fuel oil Imported pursuant to an 
allocation and license issued under sec¬ 
tion 12 or 21 of these regulations, sub¬ 
ject to the following limitations and 
conditions: 

(1) The distilling of crude oil to be 
used as residual fuel oil shall be limited 
to that necessary to raise the flash point 
of the residuum to no more than 130* P. 
when tested by the Pensky-Martens 
Closed Tester. 

(2) In no event shall the recovered 
distillate from the operation exceed 10 
percent of the imported crude oil charge. 

(3) The recovered distillate from the 
distillation operaUon shall be (!) ex¬ 
ported or <ti> used as burner fuel in the 
plant complex including the distillation 
operation. 

(4) The recovered distillate <i) if it is 
to be exported must be segregated from 
other products of the plant complex at 
all times until exported; or <il) if it is 
to be used as fuel in the plant complex, 
need not be Isolated and may be mixed 
with other plant fuel: however, no sub¬ 
stitution of a like for like material or on 
a B.t.u. basis shall be permitted. 

(5) Such distillations are conducted 
in a unit comprising tanks, pumps, pipe¬ 
lines. towers, and other necessary equip¬ 
ment in order that imported “crude oil 
to be used as residual fuel oil” and all 
the products from the distillation proc¬ 
ess upon the crude oil used as residual 
fuel oil are at all times physically sepa¬ 
rated from all other feedstocks and prod¬ 
ucts. except as provided in (c) <4) above, 
of distillation units or other units, if any, 
in the plant complex. 

(6) Crude oil to be used as residual 
fuel oil which Is distilled pursuant to the 
provisions of this section shall not be 
counted as refinery or petrochemical 
plant Inputs in computing allocations 
under section 9. 10, or 25. nor be con¬ 
sidered in determining eligibility for al¬ 
locations pursuant to section 4(a), 22(1), 
or 22(n>. 

IFR. Doc. 70-14214: Piled, Oct, 19. 1970; 

2:37 p.m.| 


DEPARTMENT OF AGRICULTURE 

Consumer and Marketing Service 
[ 7 CFR Part 58 ] 

GRADE STANDARD FOR DRY WHEY 

Definition, Requirements for Grade 
and Test Methods 

Notice Is hereby given that the U.S. 
Department of Agriculture Is considering 
the issuance of amendments to the U.S. 
Grade Standard for Dry Whey. This 
grade standard was issued under author¬ 
ity of the Agricultural Marketing Act 
of 1946. as amended <60 Slat 1087 as 
amended, 7 U.8.C. 1621—1627) which 
provides for the issuance of Official UB. 
Grades to designate levels of quality for 
voluntary use by producers, handlers and 
consumers. Official USDA grading serv¬ 
ice Is also provided under this act. avail¬ 
able upon request by an applicant and 
upon payment of a fee to cover cost of the 
service. 

The proposed amendments provide, 
under Subpart O. Chapter 58, sections 
2601. 2603, 2604, and 2605 for the 
following: 

1. Reference to the pasteurization tem¬ 
perature of 161° F. for 15 seconds. 

2. Making the now required test for 
alkalinity of ash an optional test. 

3. Updating title of document ref¬ 
erence for test methods. 

Statement of consideration. The pro¬ 
posed amendments to the U.S. Standard 
is based on Information received or de¬ 
veloped by USDA since the U.S. Orade 
Standard for Dry Whey, became effective 
July 8. 1954. 

Presently the predominant method of 
pasteurizing liquid whey prior to drying 
is by the high temperature short time 
method. Therefore, it is considered ap¬ 
propriate to reference in the definition 
the HTST time and temperature require¬ 
ment rather than the equivalent vat 
method time and temperature. 

Based on the current production and 
utilization of dry whey, it is felt that the 
need for the alkalinity of ash test, has 
greatly diminished. Therefore, the test is 
being deleted as a factor in determina¬ 
tion of grade. However, to provide a 
means U and when it should become 
necessary, the test Is being retained as an 
optional test procedure to determine eli¬ 
gibility of the product for issuance of a 
U.S. Grade. 

All persons who desire to submit w’rit- 
ten data, views, or arguments in connec¬ 
tion with the aforesaid proposals, shall 
file the same in duplicate with the Hear¬ 
ing Clerk, Room 112. Administration 
Building, U.S. Department of Agriculture, 
Washington. D.C. 20250, not later than 
30 days from the date of publication in 
the Federal Register. All written sub¬ 
missions pursuant to this notice will be 
made available for public Inspection at 
the Office of the Hearin g Cle rk during 
regular business hours (7 CFR 1.27 <b)). 

The proposed amendments to Subpart 
O are as follows: 


1. Amend section 58.2601. Revise pas¬ 
teurization refeVencc to read "—pasteur¬ 
ized either before or during the process 
of manufacture at a temperature of 161 
F. for 15 seconds or its equivalent in bac¬ 
terial destruction— M . 

2. Amend section 58.2603. Delete the 
words “alkalinity of ash”. 

3. Amend section 58.2604. Delete sub- 
paragraph (3) and appropriately renum¬ 
ber the remaining subparagraphs. 

4. Renumber section 58.2605 to become 
section 58.2606. 

5. Substitute the following new word¬ 
ing for | 58.2605-l/.S. Grade not assign¬ 
able. Dry Whey shall not be assigned a 
UJ 9. Grade for one or more of the follow¬ 
ing reasons: 

(a) fails to meet the requirements for 
U B. Extra Grade. 

(b> the alkalinity of ash test w r hen 
run at the option of the U.S. Department 
of Agriculture, or when requested by the 
buyer or seller, shows a test result of more 
than 225 ml. of 0.1 N HC1 per 100 grams. 

6. Amend renumbered 3 58.2606 ns fal¬ 
lows: In paragraph (a) I, revise title of 
referenced test methods publication to 
read “Methods of Laboratory Analysis, 
DA Instruction No. 918-103 (dry milk 
products series). Dairy Division. C&MS. 
U8. Department of Agriculture. Wash¬ 
ington, D.C. 20250.” In <b> revise as fol¬ 
lows to indicate proper reference for 
alkalinity of ash test procedure and cur¬ 
rent title of reference publication: “The 
test method used to determine alkalinity 
of ash shall be that contained In para¬ 
graph 15.123, page 241 of the Official 
Methods of Analysis of Association of 
Official Agricultural Chemists. Tenth 
Edition-1965.” 

Done at Washington. D.C.. this 16th 
day of October 1970. 

G.R. Orange, 
Marketing Services . 

|PR. Doc. 70-14176; Piled, Oct. 20, 1970; 

8:49 a m. | 


C 7 CFR Part 58 1 

STANDARDS FOR GRADES OF DRY 
BUTTERMILK 

Definition, Requirements for Grade 
and Test Methods 

Notice is hereby given that the iUS, 
Department of Agriculture is consider¬ 
ing the issuance of amendments Xc 
U-S. Grade Standards for Dry Butter¬ 
milk. These grade standards arc Issujm 
under authority of the Agricultural 
Maketing Act of 1946. as amended 
Stat. 1087 as amended. 7 UB.C. 16-*- 
1627) which provides for the tow**** 
of official U S. Grades to designate 
levels of quality for voluntary use JO 
producers, handlers, and consumer*- 
Official USDA grading service 
provided under this Act. available upon 
request by an applicant and upon pft. 
ment of a lee to cover the cost « 

the service. ^ . „**wid* 

The proposed amendments * 

under Subpart Q. Chapter 58, section* 
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2651* 2653, 2654, 2655, and 2656 for the 

following: 

1. Reference to the pasteurization 
temperature of 1ST P. for 15 seconds. 

2. Making the now required test for 
alkalinity of ash and optional test. 

3. Updating title of document refer¬ 
enced for test methods. 

4. Dropping reference to lintine disc. 

Statement of consideration. The pro¬ 
posed amendments to the UB. Stand¬ 
ards are based on information received 
or developed by USDA since the UJ8. 
Standards for Dry Buttermilk became 
effective on July 30. 1954. Currently 
USDA grades about 20 percent of total 
domestic production of dry buttermilk. 

Presently the predominant method of 
pasteurizing natural buttermilk prior to 
doing is by the high temperature short 
time method. Therefore, it is considered 
approp ria te to reference In the definition 
the HTST time and temperature require¬ 
ment rather than the equivalent vat 
method time and temperature. 

Liquid natural buttermilk is primarily 
derived from the production of sweet 
cream butler, thereby greatly reducing 
the probability that neutralizers may 
have been added to the cream or butter¬ 
milk As a result of this the need for the 
alkalinity of ash test has greatly dimin¬ 
ished. Therefore, the test, is being deleted 
aa a factor in determining the grade. 
However, to provide a means if it should 
become necessary, the alkalinity of ash 
test is being retained as an optional test 
procedure to determine eligibility of the 
product for issuance of a UB. Grade. 

The manufacture of lintine discs has 
been discontinued. The word “lintine** 
has been replaced with the word “fiber/* 
Presently all suppliers of filter discs ob¬ 
tain their fiber material from the same 
source. 


All persons who desire to submit writ¬ 
ten data, views, or arguments in connec¬ 
tion with the aforesaid proposals shall 
We tiie same in duplicate with the 
Hearing Clerk. Room 112. Administra¬ 
tion Building, US. Department of Agri- 
ctUture. Washington, D.C. 20250. not 
30 days from the date of 
publication in the Federal Register. Ail 
written submissions pursuant to this 
notice will be made available for public 
ru? 1 ! 011 . ftt ^ office of the Hearing 

r*TO, 5IJ rinK re 8 ula r business hours <7 
LFR 1.27(b)). 


The proposed amendments to Subpari 
Q are as follows: 

Atl i cnd 5 58.2651. Revise pastouriza 
reference to read pasteurize* 
mnmff^ rorc or during the process o: 
manufacture at a temperature of 161* F 

te^dSSoSL 1 ? CQUiValCm 111 baC ‘ 

"iSSSifip"' Ulc word! 

RrL/T-,T d * 58J6M - Delete subpara. 
lh# .!/ . . alK * “PProprlaU-ly renumbe; 
: gaining subparagraphs. 

58 2655 - Delete subpara- 
DronriJi * para « ra Pb and ap- 

^PaS P r mnber UW rema,nlnt 

• 58.2M7 UmbCr 1 582656 10 becomt 


6. Substitute the following new word¬ 
ing for 5 58.265 &-UJS. Grade not assign- 
able . Dry Buttermilk shall not be as¬ 
signed a U.8. Grade for one or more of 
the following reasons: (a* fails to meet 
the requirements for UB. Extra or UB. 
Standard Grade, (b) the alkalinity of 
ash test when run at the option of UB. 
Department of Agriculture or when re¬ 
quested by the buyer or seller, shows a 
test result of more than 125 ml. of 0.1 
N HC1 per 100 grams. 

7. Amend renumbered I 58.2657 os fol¬ 
lows : In paragraph (a), revise title of 
referenced test methods publication to 
read “Methods of Laboratory Analysis. 
DA Instruction. No. 91&-103 (dry milk 
products series). Dairy Division. C&MS, 
UB. Department of Agriculture. Wash¬ 
ington. D.C. 20250.“ In paragraph <b> 
subparagraphs Cl) and (2) replace the 
word “lintine” with the word “fiber/* In 
paragraph <c) revise to read as follows: 
“The test methods used to determine 
alkalinity of ash shall be that contained 
in paragraph 15.123. page 241 of the 
Official Methods of Analysis of the Asso¬ 
ciation of Official Agricultural Chemists, 
Tenth Edition, 1965“. 

Done at Washington. D.C., this 16th 
day of October 1970. 

O. R. Grange, 
Deputy Administrator. 

Marketing Services . 

|FR Doc. 7014174: Filed, Oct. 20. 1070; 

8:49 a m | 


DEPARTMENT OF LABOR 

Wage and Hour Division 
I 29 CFR Part 519 ] 

EMPLOYMENT OF FULL-TIME STU¬ 
DENTS AT SPECIAL MINIMUM 
WAGES 

Proposed General Authorizations and 
Changes in Conditions for Certifi¬ 
cates 

Pursuant to authority in section 14 of 
the Fair Labor Standards Act of 1938. 
as amended (29 U.S.C. 214 >. Reorganiza¬ 
tion Plan No. 6 of 1950 <3 CFR 1949-53 
Comp., p. 1004), Secretary** Order No. 
19-67 (32 F.R. 12980*. and 29 CFR 
519.10, I propose to amend Part 519 of 
Title 29 of the Code of Federal Regula¬ 
tions. Those amendments would provide 
general authorizations for a simplified 
certification procedure for retail or serv¬ 
ice establishment or agricultural em¬ 
ployers of full-time students. These 
amendments would also change the 
monetary test of full-time student em¬ 
ployment in the base years. 

Section 14(b) of the Act provides that 
the proportion of full-time student hours 
of employment to total hours of employ¬ 
ment of all employees in the establish¬ 
ment may not exceed such proportion for 
the corresponding month of the 12- 
month base year preceding May 1, 1961. 
In the case of a retail or service estab¬ 
lishment brought under coverage by the 


Fair Labor Standards Amendments of 
1966, such proportion may not exceed 
such proportion for the corresponding 
month of the 12-month base year im¬ 
mediately preceding February 1. 1967. In 
tiie case of a retail or service establish¬ 
ment for which records of student hours 
wwked during the base year are not 
available, such proportion cannot exceed 
tiie proportion of student hours of em¬ 
ployment to total hours of employment 
of all employees based on the practice 
during the base year In establishments 
of the same general character operating 
in the same or nearby areas. 

A revie w of experience under the rules 
(29 CFR Part 519) implementing the 
provisions of the statute has led me to 
conclude that the unavailability of the 
required base year information to most 
retail or service establishments has cur¬ 
tailed the opportunities for employment 
of full-time students. In order to pre¬ 
vent such curtailment of opportunities 
for employment of full-time students I 
propose to find on the basis of experience 
under the regulations, that on a nation¬ 
wide basis in retail or service establish¬ 
ments the proportion of student hours 
of employment to total hours of employ¬ 
ment of all employees was flve percent 
(5%). Accordingly, this proposal would 
amend 29 CFR Part 519 to permir re¬ 
tail or service establishments to employ 
full-time students at special minimum 
wages for not more than five percent 
(5%) of the total hours of all employees 
in each calendar or fiscal month or one 
full-time student, whichever amount of 
employment is greater. 

These amendments would simplify the 
certification procedure by providing that 
the findings of the proposed amendments 
combined with records required to be 
kept by the employer would constitute 
the tertificate for those retail or service 
establishments employing full-time stu¬ 
dents pursuant to the provisions of the 
proposed amendments. 

For like reasons, there would also be 
provided a somewhat similar general au¬ 
thorization for a simplified certification 
procedure for agricultural employers of 
full-time students. 

These proposed amendments do not 
affect any retail or service establish¬ 
ment or agricultural employer who can 
establish that the proportion of student 
hours of employment to total hours of 
employment of all employees during the 
base year is greater than flve percent 
(5%) and who may apply for a certifi¬ 
cate under the present regulations. 

I propose further to delete ft} 519.4(f) 
and 519.6(e) of Part 519 of Title 29 of the 
Code of Federal Regulations which refer 
to occupations of full-time students. 
Amendment of section 14 of the Fair 
Labor Standards Act by the Fair Labor 
Standards Amendments of 1966 (80 8tat. 
830) removed the statutory basts for this 
rule; and experience under the regula¬ 
tions Indicates that any occupational 
limitation on the basis of base year oc¬ 
cupational employment la obstructed by 
discrepancies of occupational titles and 
job content coupled with significant 
changes in occupational titles and job 
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content In the Industry over the up to 
10-year period involved. This change 
would permit additional employment of 
full-time students without reducing the 
full-time employment opportunities of 
other persons. 

1 propose further to amend 5 519.6(c) 
of Part 519 of Title 29 of the Code of 
Federal Regulations by changing the 
monetary test of full-time student em¬ 
ployment in the base years from "less 
than $1 an hour” to “not more than $1 
an hour”. A review of experience under 
the rules indicates that the less than $1 
nn hour limitation has prevented or re¬ 
stricted issuance of certificates to other¬ 
wise qualified employers who paid most 
or all of their students $1 an liour dur¬ 
ing some or ail of the months of tlie 
base year. This alight adjustment in the 
student wage limitation in the base year 
would permit additional employment of 
full-time students without reducing the 
full-time employment opportunities of 
other persons. 

Interested persons are invited to sub¬ 
mit written data, views, or arguments 
regarding the proposed amendments to 
the Administrator of the Wage and 
Hour Division, U S. Department of La¬ 
bor. Washington, D.C. 20210. within 30 
days after the date of publication of this 
notice in the Federal Register. 

Part 519 would be amended to read as 
follows: 

1. A new 5 519.11 would be added to 
read as follows: 

§ 519.11 Grncml authorizAtioti for a re¬ 
tail or service r»labli«hmfn| without 
available bn^ yrir record*. 

(a) Findings. It has been found on a 
nationwide basis that the unavailability 
of base-year records to most retail or 
service establishments curtails the op¬ 
portunities for employment of full¬ 
time students. It has been found that 
on a nationwide basis all retail and 
service establishments have the same 
general character within the com¬ 
munity. It has been found that in re¬ 
tail or service establishments the pro¬ 
portion of student hours of employment 
to total hours of employment of all em¬ 
ployees during the base year is five per¬ 
cent (5%). It has been found that the 
employment by retail or service estab¬ 
lishments of full-time students at special 
minimum wages for not more than five 
percent (5%) of the total hours of all 
employees in each calendar or fiscal 
month, or one full-time student, which¬ 
ever amount of employment is greater, 
will not create a substantial probability 
of reducing the full-time employment 
opportunities of persons other than those 
employed pursuant to certificates issued 
under this part. Therefore, not with¬ 
standing oilier provisions of this part, it 
has been found that the procedures pro¬ 
vided in this section are necessary to 
prevent curtailment of opportunities for 
employment of full-time students. 

(b) Definitions . “A retail or service 
establishment for which records of stu¬ 
dent hours worked are not available” 
shall, for purposes of this section, include 
a retail or service establishment which 
elects not to use an otherwise applicable 


base year which is not within the period 
during which records are required to be 
retained under the Fair Labor Standards 
Act. 

<C) Certificate. The findings in para¬ 
graph (a> of this section combined with 
compliance with the requirements set 
forth In paragraph (d) of this section 
shall constitute the certificate authoriz¬ 
ing the employment by a retail or service 
establishment for which records of stu¬ 
dent hours worked are not available of 
full-time students at special minimum 
wages for not more than five percent 
(5%) of the total hours of all employees 
in each calendar or fiscal month or one 
full-time student, whichever amount of 
employment is greater. 

(d) Records to be made and kept. <1> 
The employer shall obtain at the time 
of hiring and keep in his records infor¬ 
mation from the school attended that 
the employee receives primarily daytime 
instruction at the physical location of 
the school in accordance with the 
school's accepted definition of a full¬ 
time student. During a period between 
attendance at different schools not longer 
than the usual summer vacation, a cer¬ 
tificate from tlie school next to be at¬ 
tended that the student has been ac¬ 
cepted as a full-time student for its next 
term will satisfy the requirements of this 
subparagraph (5 519.7(b)(2)); 

(2) The employer shall maintain 
records of the monthly hours of employ¬ 
ment of full-time students at special 
minimum wages and of the total hours 
of employment during the month of all 
employees in the establishment. The rec¬ 
ords shall show the total hours worked 
in the establishment by all full-time 
students of the type defined in 5 519.2(a) 
at less than the minimum wage other¬ 
wise applicable under the Act, and the 
total hours of employment of all em¬ 
ployees In the establishment as set forth 
in 5 519.7(b)(3). 

(3) The employer shall keep the rec¬ 
ords required in this section for a period 
of 3 years and make them available for 
inspection as provided in Part 516 of 
this chapter. 

<e> Requirements to be met. Under 
tlie certificate provided by this section, 
the retail or service establishment shall 
meet the following requirements: 

(1) Employment of full-time students 
at special minimum wages for not more 
than (!) five percent (5%) of the total 
hours of all employees in each calendar 
or fiscal month, or (11) one (1) full-time 
student, whichever amount of employ¬ 
ment is greater: 

(2) Compliance with child labor laws 
and regulations applicable to full-time 
students as set forth in 5 519.4(d); 

(3) Employment of a full-time student 
at special minimum wages for no more 
than 20 hours a week during full school 
wrecks and no more than 8 hours a day or 
40 a week during vacations as set forth 
in 5 519.4(c) ; 

(4) No hiring of full-time students at 
special minimum wages during abnormal 
labor conditions as set forth in 5 519.4(g); 

(5) Payment of a special minimum 
wage rate not less than 85 percent of 
the minimum w age applicable under sec¬ 


tion 6 of the act as set forth in 5 519 6<b>: 
and 

(6) Employment of full-time students 
at special minimum wages only outside 
of their school hours. 

(f) Excessive hours. An overestimate 
of total hours of employment of all em¬ 
ployees in the establishment for a cur¬ 
rent month resulting in tlie employment 
of the full-time students in excess of the 
hours authorized in paragraph (c) of this 
section shall be corrected by comperiMV.- 
ing them for tlie difference between the 
special minimum wages actually paid 
and the applicable minimum under .sec¬ 
tion 6 of the act for the excess hours. 
This additional compensation shall be 
paid on the regular payday next after 
the end of the month. 

(g) Other laics. No provision of any 
full-time student certificate issued under 
tills section shall excuse noncompiirn.ee 
with higher standards applicable to full¬ 
time students which may be established 
under the Walsh-Healey Public Con¬ 
tracts Act or any other Federal law. State 
law. local ordinance, or union or other 
agreement: Thus, certificates issued 
under this law have no application to 
employments governed by the Service 
Contract Act. 

<h> Withdrawal oj the autliority.M an 
employer fails to comply with the limi¬ 
tations of tlie certificate contained in this 
section or otherwise violates the Fair 
Labor Standards Act. the certificate for 
the particular establishment may be 
withdrawn in accordance with Part 528 
of this chapter. 

(i) Alternative certificate. Any retail 
or service establishment that wishes to 
establish that the proportion of student 
hours of employment to total hours of 
employment of all employees durinc the 
appropriate base year is different from 
five percent (5%) may apply for a cer¬ 
tificate pursuant to 5 519.3 of this part, 
and the general authorization of this 
section shall not apply in the case of such 
a specific adjudication. 

2. A new I 519.12 would be added to 
read as follows: 

§ 319.12 General authorisation for ngri- 
eulture. 


(a) Findings. It has been found tin a 
itlonwide basis that the employment oy 
ricultural employers of full-time stu¬ 
nts at special minimum wages for not 
ore than five percent (5%) of the total 
mm of all employees in each calendar 

fiscal month or one full-time student, 
ilchcver amount of employment 
eater, will not create a substant 
obability of reducing the full-time enj¬ 
oyment opportunities of persons ot 
an those employed pursuant to cert • 
tes issued under this part. Fur j the !"' 
ore. notwithstanding other provisions 
this part. It has been found that tn 
ocedures provided In this section are 
iccssary to prevent curtailment o • 
irtunltles for employment of full-ume 
udents. 

(b) Certificate. The findings in JPJJJr 
■aph (a) of this section co mbined *^ 

impliance with the requirement^ 

rth In paragraph <d> of 1519.1l ** 
institute the certificate authorizing m* 
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employment by an agricultural employer 
in agriculture of full-time students at 
special minimum wages for not more 
Uian five percent (5%) of the total hours 
of all employees in each calendar or fiscal 
month or one full-time student, which¬ 
ever amount of employment is greater. 

ic> Requirements . The provisions in 
paragraphs <d>. (el, (f). (g), and (h) 
of 8 519.11 shall be applicable to agri¬ 
cultural employers employing full-time 
students in agriculture pursuant to this 
section. 

<d> Alternative certificate. Any agri¬ 
cultural employer who wishes to estab¬ 
lish that the proportion of student hours 
of employment to total hours of employ¬ 
ment of all employees during the base 
year Is different from five percent (5%) 
may apply for a certificate pursuant to 
I 519.3 of this part, and the general au¬ 
thorization of this section shall not apply 
in the case of such a specific adjudica- 
Jion. 

3. Paragraph (f) of 8 519.4 would be 
deleted, and 8 519.4 would read as 

follows: 


PROPOSED RULE MAKING 

§319. t Procedure for notion upon nn 
Application. 

• • • • • 

(f) (Revoked 1 

9 9 9 9 9 

4. Section 519.6 would be amended as 
follows: 

§ 319.6 Terms and condition* of em¬ 
ployment under fulblinte student 
certificate*. 


(c)(1) During any month in which 
full-time students are to be employed at 
special minimum wages the percentage 
derived by the total number of hours 
worked by full-time students at special 
minimum wages divided by the total 
number of hours worked by all employees 
shall not exceed the same percentage 
computed for the base period, comparing 
total hours worked by full-time students 
at not more than $1 per hour with total 
hours for all employees. 

(2) For example, in retail Establish¬ 
ment A, with a base year as defined in 
8 519 2<f»< l >, full-time students em- 


1M15 

ployed at not more than $1 worked 900 
hours in July 1960, and the total hours 
of employment of all employees in the 
Establishment in that month were 10,000. 
The percentage of full-time student hours 
at not more than $1 an hour to all hours 
of employment is therefore 9 percent. In 
July 1971, if the hours of employment 
of Establishment A are 12,000. then not 
more than 9 percent or 1,080 or these 
hours may be compensated at special 
minimum wages for full-time students. 


(e) (Revoked! 


(Sec- 14. 52 Stat 1068. as amended: 29 U S C. 
214) 

Signed at Washington. D.C„ this 15th 
day of October 1970. 

Robert D. Moran, 
Administrator, Wage and Hour 
Division , U.S. Department of 
Labor . 

(F.R. Doc 70-14132; Filed. Ocl 20, 1970: 
8:46 a m j 
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Notices 


DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
RAYMOND JACK BROOKS 
Notice of Granting of Relief 

Notice Is hereby given that Raymond 
Jack Brooks, 6910 Colby Street, Everett. 
Wash. 98201. has applied for relief from 
disabilities imposed by Federal laws with 
respect to the acquisition, receipt, trans¬ 
fer. shipment, or possession of firearms 
incurred by reason of his conviction on 
May 23. 1956, in the Butler County 
Municipal Court, El Dorado. Kans, of a 
crime punishable by Imprisonment for 
a term exceeding 1 year. Unless relief Is 
granted, it will be unlawful for Mr. 
Brooks because of such conviction, to 
ship, transport or receive in Interstate 
or foreign commerce any firearm or am- 
munication. and he would be ineligible 
for a license under chapter 44, title 18. 
United States Code as a firearms or am¬ 
munition Importer, manufacturer, dealer 
or collector In addition, under title VTI 
of the Omnibus Crime Control and Safe 
Streets Act of 1968, as amended <82 Stat. 
236: 18 UJ3.C.. Appendix), because of 
such conviction, it would be unlawful for 
Raymond Jack Brooks to receive, 
possess, or transport in commerce or 
affecting commerce, any firearm. 

Notice is hereby given that I have 
considered Mr. Brook's application and: 

(1) I have found that the conviction 
was made upon a charge which did not 
Involve the use of a firearm or other 
weapon or a violation of chapter 44, 
title 18. United States Code, or of the 
National Firearms Act: and 

<2> It has been established to my sat¬ 
isfaction that the circumstances regard¬ 
ing the conviction and the applicant's 
record and reputation are such that the 
applicant will not be likely to act In a 
manner dangerous to public safety, and 
that the granting of the relief would not 
be contrary to the public interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925(c), title 18. United States 
Code and delegated to me by 26 CFR 
178.144: It is ordered , That Raymond 
Jack Brooks be. and he hereby is. granted 
relief from any and all disabilities im¬ 
posed by Federal laws with respect to 
the acquisition, receipt, transfer, ship¬ 
ment, or possession of firearms and in¬ 
curred by reason of the conviction here¬ 
inabove described. 

Signed at Washington, D.C., this 8th 
day of October 1970. 

(seal! Randolph W. Thrower, 
Commissioner of Internal Revenue . 

|F.R. Doc. 70-14158: Filed, Oct. 20, 1970; 

8:48 Am.] 


FRANK H. BROWN 
Notice of Granting of Relief 

Notice is hereby given that Mr. Frank 
H. Brown. 202 Cross Street, Albany. Ky. 
42602, has applied for relief from dis¬ 
abilities imposed by Federal laws with 
respect to the acquisition, receipt, trans¬ 
fer. shipment, or possession of firearms 
incurred by reason of his conviction on 
April 30. 1951, in the UJ3. District Court. 
Western District of Kentucky. Louisville 
Division, of a crime punishable by im¬ 
prisonment for a term exceeding 1 year. 
Unless relief is granted, it will be un¬ 
lawful for Mr. Frank H. Brown because 
of such conviction, to ship, transport or 
receive in Interstate or foreign com¬ 
merce any firearm or ammunition, and 
he would be Ineligible for a license under 
chapter 44, title 18. United States Code 
as a firearms or ammunition importer, 
manufacturer, dealer or collector. In ad¬ 
dition. under title VII of the Omnibus 
Crime Control and Safe Streets Act of 
1968. as amended <82 Stat. 236; 18 U.S.C., 
Appendix), because of such conviction, it 
would be unlawful for Mr. Frank H. 
Brown to receive, possess, or transport 
in commerce or affecting commerce, any 
firearm. 

Notice is hereby given that I have con¬ 
sidered Mr. Frank H. Brown's applica¬ 
tion and: 

(1) I have found that the conviction 
was made upon a charge which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44, title 
18, United States Code, or of the Na¬ 
tional Firearms Act; and 

(2) It has been established to my satis¬ 
faction that the circumstances regarding 
the conviction and the applicant’s record 
and reputation are such that the appli¬ 
cant will not be likely to act in a manner 
dangerous to public safety, and that the 
granting of the relief would not be con¬ 
trary to the public Interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925(c). title 18, United States 
Code and delegated to me by 26 CFR 
178 144: It is ordered . That Mr. Frank H. 
Brown be. and he hereby is, granted 
relief from any and all disabilities im¬ 
posed by Federal laws with respect to 
the acquisition, receipt, transfer, ship¬ 
ment, or possession of firearms and In¬ 
curred by reason of the conviction 
hereinabove described. 

Signed at Washington, D.C., this 8th 
day of October 1970. 

I seal! Randolph W. Thrower, 

Commissioner oj Internal Revenue. 

|FJt. Doc. 70-14159: Filed. Oct. 20. 1970; 

8:48 Ajn.) 


JASPER RICHARD HAIRSTON 


Notice of Granting of Relief 


Notice is hereby given that Jasper 
Richard Hairston. 1935 Chene Street 
No. 606, Detroit, Mich., has applied for 
relief from disabilities imposed by Fed¬ 
eral laws with respect to the acquisition, 
receipt, transfer, shipment, or possession 
of firearms incurred by reason of his 
conviction on March 10. 1942, in the 
Recorder's Court of the City of Detroit. 
Mich., of a crime punishable by im¬ 
prisonment for a term exceeding 1 year. 
Unless relief is granted, it will be un¬ 
lawful for Jasper R. Hairston because of 
such conviction, to ship, transport or 
receive in interstate or foreign commerce 
any firearm or ammunition, and he 
would be Ineligible for a license under 
chapter 44, title 18. United States Code 
as a firearms or ammunition importer, 
manufacturer, dealer or collector. In 
addition, under title VII of the Omnibus 
Crime Control and Safe Streets Act of 
1968. as amended <82 Stat. 236; 18 U.S.C., 
Appendix), because of such conviction, 
it would be unlawful for Jasper R. Hair¬ 
ston to receive, possess, or transport in 
commerce or affecting commerce, any 
firearm. 

Notice Is hereby given that I have con¬ 
sidered Jasper R. Hairston's application 
and: 

(1) I have found that the conviction 
was made upon a charge which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44, title 
18, United States Code, or of the National 
Firearms Act; and 

(2) It has been established to my satis¬ 
faction that the circumstances regarding 
the conviction and the applicant’s record 
and reputation are such that tlie appli¬ 
cant will not be likely to act in a manner 
dangerous to public safety, and that the 
granting of the relief would not be con¬ 
trary to the public Interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925(c), title 18, United!States 
Code and delegated to me by 26 CrR 
178.144: It is ordered. That Jasper R. 
Hairston be. and he hereby ^ granted 
relief from any and all disabilities im¬ 
posed by Federal laws with respect to 
the acquisition, receipt, transfer, ship¬ 
ment. or possession of firearms and In¬ 
curred by reason of the conviction ht u - 
inabove described. 

Signed at Washington. DC., this 8th 
day of October 1970. 


I seal] Randolph W. Thrower. 
Commissioner oj Internal Revenue. 

70-14160; Filed. Od, 20. 
8:48 am-] 
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JEFFERSON A. McPHALL 
Notice of Granting of Relief 

Notice ts hereby given that Mr. Jeffer¬ 
son A. McPhall, 282 East Perry Street, 
Detroit, Mich. 48202, has applied for 
relief from disabilities Imposed by Fed¬ 
eral laws with respect to the acquisition, 
receipt, transfer, shipment, or possession 
of firearms incurred by reason of his 
convictions on September 21, 1945, and 
on October 30. 1945. in the Recorder s 
Court for the City of Detroit, Detroit, 
Mich., of a crime punishable by im¬ 
prisonment for a term exceeding 1 year. 
Unless relief is granted, it will be unlaw¬ 
ful for Mr. Jefferson A. McPhall, because 
of such convictions, to ship, transport 
or receive in interstate or foreign com¬ 
merce any firearm or ammunition, and 
he would be ineligible for a license under 
chapter 44. title 18, United States Code 
as a firearms or ammunition importer, 
manufacturer, dealer or collector. In 
addition, under title VII of the Omnibus 
Crime Control and Safe Streets Act of 
1968. as amended <82 Stat. 236; 18 
Uf5.C. Appendix), because of such con¬ 
victions. it would be unlawful for Mr. 
McPhall to receive, possess, or transport 
in commerce or affecting commerce, any 
firearm. Notice is hereby given that I 
have considered Mr. Jefferson A. 
MePha.il's application and: 

(1) I have found that the convictions 
were made upon charges which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44, title 
18. United State Code, or of the National 
Firearms Act: and 

<2) It has been established to my sat¬ 
isfaction that the circumstances regard¬ 
ing the convictions and the applicant’s 
record and reputation are such that the 
applicant will not be likely to act in a 
manner dangerous to public safety, and 
that the granting of the relief would not 
be contrary to the public interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925<c>. Title 18, United States 
Code and delegated to me by 26 CFR 
178.144: It is ordered, That Mr. Jeffer- 
A. McPhall be, and he hereby is. 
granted relief from any and all disabili¬ 
ties imposed by Federal laws with respect 
to the acquisition, receipt, transfer, ship¬ 
ment, or possession of firearms and 
incurred by reason of the convictions 
hereinabove described. 

Signed at Washington, D C., this 8th 
toy of October 1970. 

(skalI Randolph W. Throws*, 

Commissioner of Internal Revenue. 

|PR. Doc. 70-14161; Filed. Oct. 20. 1070; 

8:48 *4n.| 


WAYNE THOMAS PAULI 

Notice of Granting of Relief 

Notice Is hereby given that Mr. Wayn< 
rhomas Pauli. 135 Butler Street. Marini 

48039 * has WHed relic 

iJJJP disabilities Imposed by Federal law 
F^PCct to the acquisition, receipt 
or possession of fire 
8 Incurred by reason of his con vie 


tions on January 21, 1958, in St. Clair 
County Circuit Court, Ocala. Mich., and 
on April 17. 1959, In St. Clair County 
Circuit Court. Ocala, Mich., and also on 
January 4, 1963. in St. Clair County Cir¬ 
cuit Court, Ocala, Mich., of crimes pun¬ 
ishable by Imprisonment for a term ex¬ 
ceeding 1 year. Unless relief is granted, 
it will be unlawful for Mr. Wayne 
Thomas Pauli, because of such convic¬ 
tions. to ship, transport or receive in 
interstate or foreign commerce any fire¬ 
arm or ammunition, and he would be 
ineligible for a license under chapter 44. 
title 18. United States Code as a firearms 
or ammunition Importer, manufacturer, 
dealer, or collector. In addition, under 
Title VII of the Omnibus Crime Control 
and Safe Streets Act of 1968. as amended 
<82 Stat.. 236: 18 U.S.C., Appendix >. be¬ 
cause of such convictions, it would be 
unlawful for Mr. Wayne Thomas Pauli 
to receive, possess, or transport in com¬ 
merce or affecting commerce, any 
firearm. 

Notice is hereby given that I have con¬ 
sidered Mr. Wayne Thomas Pauli’s ap¬ 
plication and: 

(1) I have found that the conviction 
was made upon a charge which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44. title 
18. United States Code, or of the Na¬ 
tional Firearms Act: and 

<2) It has been established to my sat¬ 
isfaction that the circumstances regard¬ 
ing the convictions and the applicant's 
record and reputation are such that the 
applicant will not be likely to act in a 
manner dangerous to public safety, and 
that the granting of relief would not be 
contrary to the public interest. 

Therefore, pursuant to the authority 
vested In the Secretary of the Treasury 
by section 925<c>, title 18. United States 
Code and delegated to me by 26 CFR 
178.144: 

It is ordered , That Mr. Wayne Thomas 
Pauli be. and he hereby is. granted re¬ 
lief from any and all disabilities Imposed 
by Federal laws with respect to the ac¬ 
quisition. receipt, transfer, shipment, or 
possession of firearms and incurred by 
reason of the convictions hereinabove 
described. 

Signed at Washington, D.C.. this 8th 
day of October 1970. 

( seal 1 Randolph W. Thrower. 

Commissioner of Internal Revenue . 

|FR Doc 70-14162; Filed. Oct. 20, 1070; 

8:48 am | 


WILLIAM SOLOMON, JR. 

Notice of Granting of Relief 

Notice is hereby given that Mr. Wil¬ 
liam 8olomcn. Jr., 14810 San Juan, De¬ 
troit. Mich. 48238, has applied for relief 
from disabilities imposed by Federal laws 
with respect to the acquisition, receipt, 
transfer, shipment, or possession of fire¬ 
arms incurred by reason of his convic¬ 
tion on January 28. 1952, in the Wayne 
County. Mich., Circuit Court, of a crime 
punishable by imprisonment for a term 
exceeding 1 year. Unless relief is granted, 


it will be unlawful for Mr. William Solo¬ 
mon, Jr., because of such conviction, to 
ship, transport, or receive in interstate 
or foreign commerce any firearm or am¬ 
munition, and he would be ineligible for 
a license under chapter 44, title 18. 
United States Code as a firearms or am¬ 
munition importer, manufacturer, dealer 
or collector. In addition, under title VII 
of the Omnibus Crime Control and Safe 
Streets Act of 1968. as amended <82 Stat. 
236; 18 U.S.C., Appendix». because of 
such conviction, it would be unlawful for 
Mr. William Solomon. Jr., to receive, pos¬ 
sess, or transport in commerce or affect¬ 
ing commerce, any firearm. 

Notice is hereby given that I have con¬ 
sidered Mr. William Solomon. Jr/s ap¬ 
plication and: 

<1> I have found that the conviction 
was made upon a charge which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44. title 
18. United States Code, or of the National 
Firearms Act: and 

(2) It has been established to my sat¬ 
isfaction that the circumstances regard¬ 
ing the conviction and the applicant's 
record and reputation are such that the 
applicant will not be likely to act in a 
manner dangerous to public safety, and 
that the granting of the relief would not 
be contrary to the public interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925(d, title 18. United States 
Code and delegated to me by 26 CFR 
178.144: It is ordered . That Mr. William 
Solomon, Jr., be. and he hereby Is, 
granted relief from any and all disabili¬ 
ties Imposed by Federal laws with respect 
to the acquisition, receipt, transfer, 
shipment, or possession of firearms and 
incurred by reason of the conviction 
hereinabove described. 

Signed at Washington. D C., this 8th 
day of October 1970. 

(seal! Randolph W. Thrower. 

Commissioner of Internal Revenue. 

|FR. Doe. TO-14163; Filed, Oct 20. 1970; 

8:48 *jn.| 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

OUTER CONTINENTAL SHELF OFF 
LOUISIANA 

Oil and Gas Lease Sale 

Pursuant to section 8 of the Outer Con¬ 
tinental Shelf Lands Act <67 Stat. 462: 
43 U.S.C. 1331 et seq > and the regulations 
issued thereunder (43 CFR Part 3300) 
sealed bids addressed to the Manager. 
New Orleans Outer Continental Shelf 
Office, Bureau of Land Management, T- 
9003 Federal Office Building. 701 Loyola 
Avenue, New Orleans, Ia., or Post Of¬ 
fice Box 53226. New Orleans. La. 70150, 
will be received until 9:30 am., cs.t., on 
December 15.1970. for the lease of oil and 
gas in certain areas of the Outer Con¬ 
tinental Shelf adjacent to the State of 


No. 205- 4 
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Louisiana. Bids will be opened on that 
date at 10 a m.. c^.t.. In the Grand Ball¬ 
room. Sheraton Charles Hotel. 211 St. 
Charles Street. New Orleans. La . for the 
group of tracts designated herein. The 
opening of bids is for the sole purpose of 
publicly announcing and recording bids 
received and no bids will be accepted or 
rejected at that time. 

Bidders are notified that leases issued 
pursuant to this notice will be on revised 
Form 3380-1 (October 19G9>. Copies of 
the revised lease form are available from 
the above listed Manager or the Manager, 
Eastern States Land Office, 7981 Eastern 
Avenue. Sliver Spring, Md. 20910. 

On December 15. 1970. bids may be de¬ 
livered In person to the Manager. New 
Orleans Outer Continental Shelf Office. 
Bureau of Land Management, only at 
the Grand Ballroom in the Sheraton 
Charles Hotel between 8:30 a.m.. c.s.i., 
and 9:30 a m., c^.t. Bids delivered by 
mall or in person after 9:30 am., c.s.t.. on 
that date will be returned to the bidders 
unopened. 

All bids must be submitted In accord¬ 
ance with applicable regulations, partic¬ 
ularly 43 CFR 3302.2, 3302.4, and 3302.5. 
Each bidder must submit the certification 
required by 41 CFR 60-1.7(b> and Execu¬ 
tive Order No. 11246 of September 24. 
1965. on Form 1140-1. November 1969. 
Bidders are advised that all leases 
granted pursuant to this notice will in¬ 
clude In their provisions a "Certifica¬ 
tion of Non-segregated Facilities'*, and 
that. In submitting their bids, bidders 
are deemed to have agreed to the inclu¬ 
sion of tills certification in any lease Is¬ 
sued to them hereunder. 

Bids may not be modified or withdrawn 
unless written modifications or with¬ 
drawals are received prior to the end of 
the period fixed for the filing of bids. 
Bidders ate warned against violation of 
section 1860 of title 18 UB.C. prohibit¬ 
ing unlawful combination or intimidation 
of bidders. Attention Is directed to the 
nondiscrimination clauses in section 3(h> 
and 3(1> of the lease agreement. Form 
3380-1 (October 1969). Bidders must sub¬ 
mit with each bid one-fifth of the amount 
bid in cash or by cashier's check, bank 
draft, certified check or money order, 
payable to the order of the Bureau of 
Land Management. 

Bidders are notified that any cash, 
checks, drafts, or money orders sub¬ 
mitted with their bids may be deposited 
in an unearned escrow account in the 
Treasury during the period their bids 
are being considered, and that such de¬ 
posit does not constitute, and shall not 
be construed as, acceptance of any bid 
on behalf of the United States. The leases 
will provide for a royalty rate of one- 
sixth. and a yearly rental or minimum 
royalty of $3 per acre or fraction thereof. 
The successful bidder will be required 
to pay the remainder of the bid and the 
first year's rental of $3 per acre or frac¬ 
tion thereof and furnish an acceptable 
surety bond as required in 43 CFR 3304.1 

prior to the issuance of each lease. 

Bids will be considered on the basis 
of the highest cash bonus offered for a 
tract. The United States reserves the 
right and discretion to reject any and all 


bids, regardless of the amount offered. 
Oil payment, overriding royalty, loga¬ 
rithmic or sliding scale bids will not be 
considered. No bid for less than a full 
tract, as listed below, will be considered. 

A separate bid, in a separate envelope, 
must be submitted for each tract. The 
envelope should be endorsed "Sealed Bid 
for oil and gas lease, Louisiana (insert 
number of tract) not to be opened until 
10 a.m., c.s.t., December 15. 1970.” 

Official leasing maps in a set of 25. 
w’hich contains the maps for the areas 
in which the tracts being offered for lease 
may be located, can be purchased for $5 
per set. The official leasing maps and cop¬ 
ies of the Compliance Report Certifica¬ 
tion (Form 1140-1. November 1969) may 
be obtained from the above listed Man¬ 
ager or Manager, Eastern States Land 
Office. 7981 Eastern Avenue. Silver 
Spring. Md. 20910. 

Operations under leases which may be 
issued pursuant to this sale will be sub¬ 
ject to provisions for the protection of 
Ashing operations and aquatic values. 

The tracts offered for bid are as 
follows: 

LormuNA 

orrrruL lkaaixo map. uhimama map mo. t 

(Appro**! June A 1964; Rrtted July 22, 1W4; 

Apr. A, IS66) 

W«t Camrron Arm 


Tract Block Inscription Acreage 

No. 


2101 

7ft 

All 1 . 

.. 5,000 

2 M2 

Oft 

. do». 

. 5,000 

2 i«a 

145 

.do 1 _ 

.. 5.000 

2104 

HO 

. do'. 


2105 

171 

.do*. 

.. ft,ran 

210ft 

172 

.do*. 

._* &. ran 

2107 

244 


. 6. ran 

Jl** 

245 

... do 

... . AW 

2100 

:**. 

_do. 



orntut. uujuco map. Louisiana map ko. ia 

(AMirwr*! Nor. 15, IMA; Retted Jan. JO, 1957; 
Apr A. 106ft) 

W«nt Cameron Area—W’«t Addition 


2110 S47 All_ 


5,000 


OmOlAL UCAtUNU map, louwana map MO. Ill 
(Approttd A, 1950; Rerted Apr. 28,1066) 
Wr*t Cameron Arm-South Addition 


2111 All.. 

2112 474 __do...... 

2113 475 do-....... 

2114 UH ..do .-. 

2115 513 ...do. 

zilft sen_do..*....— 

2117 522.do....... 

211* M3.do. . 

2112 544 _do.. ~ 

2130 64*.do... 

2121 Wd ... do .. . 

2122 5*4.do .- 

2123 563.do ... 

2124 171 -do ... 

2125 572 do. . 

212ft 573 . do._.. . 

2127 57ft .... do .... 

21A MO.do. ... .. 

2120 «7.do. 

2130 3** -do. 

2131 5X3 ... -do. 

2133 m ... -do.™.. 

2133 .... do.. 

2134 03 H_do. 

2115 63*.do.. 

213ft 64*.do.™. 


See footnotes at end of table. 


5,000 

5.0110 

5. oni 
5.000 
5.000 
3.665 37 

6. MD 
3,000 
2.7WL37 
&.»*« 

5,i tt) 

5, oral 
5, (MI) 

5. raw 
Aran 

5. ran 
3.000 
3.ru) 

6. ora) 
5.000 

а, ran 
5, ran 

б, 000 
I...» 

3. ran 
5.(U0 


OP7KXAL LEASTSG MAP, LOUISIANA MAP MO. 3 
(Approved Juno ft, 1964; Retted Apr. 38, 1966) 
East Cameron Arm 


Traci Block Inscription Acrmg* 

No. 


2137 

l» 8H. 

2,800 

213* 

143 KH... 

£ m 

2130 

144 All... 

6,000 

2140 

1....««»• • ■ •••••••••«•••• 

Aran 

2141 

17W.do.. 

A orai 

2142 

182.do... 

|.06Atft 

2143 

185.do.- 

Aran 

2144 

l».dO. 

Ainu. «7 

2145 

222.do.. 

A«a> 

2146 

231.do. 

A too 


OirruiAf. LKAIKNQ MAP. LO17 WAN A MAP NO. lA 
(Approved Kept. 8, 1989; Rotted Apr. 28. I'XKD 
East Caiomm Arm—South Addition 


3147 

214* 

2149 

2160 
2151 
21W 

2153 

2154 

2155 
215ft 
2157 
215H 

2150 
21 *) 

2161 
2162 
2163 
2104 

2165 

2166 

2167 
210H 

2168 

2170 

2171 

2172 

2173 

2174 



A 714 30 
2.800 
3,000 

EgO 

&,’«•» 

3,000 
2, to) 
3,600 * 
3,404. lA 
2,30 
6,000 
5, 

6,000 
5 . ora* 

3.54*04 
6.000 
A ooo 

mm 

3,000 

5.001 

5, ran 
Mg 

5.000 

5,r»» 

5,00* 

3.000 


omnu LEASIN'* map. lovuhana map MO. I 

(Approted June 8. 1964; Retted June 25. 1*54; July 
1934; Apr. 35,1900) 

VcrmOkm Arm 


2175 

2176 

2177 
217ft 
2179 
2160 
2161 
u| 

3183 

21*4 

21*5 

21*1 

2187 

21» 


«S AU*... 

101 NK.—-. 

MB AO.. ME* 

MT.do.... 

m.do..-—. 

w .-.—. jSSSb 

227 do..J-S 

2.jj****. j[<»0 

268 .... -do.. ... t(M) 

347 . - - - -do. 


ornn vi leaalng map, WCMUXA map no. *» 
(Appmrod ftrpt. A I960; Retted April 31 lW, ‘ 
Vonultkn Arm—South Addition 


nn 

21*0 

2191 

2195 

2193 

2194 
2l‘ift 
219ft 
2197 
2I‘J# 
21«9 

2300 

2301 


•202 AIL..— 

308 ***,. do. ..**»«. . 

281 .do......— 4 

282 .... do..... 

ail .... do..- 



349 .do.. 

350 .dO..— - 


4.4*5* 

6,<mm 

4, Ml B 
amw.m 
A6U«4 
6,0®) 
6.000 
I860 
5.0*0 
3,000 
5,000 
5.000 
5.0W 
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omciAL utAjaxa map. loctjdama map wo. k 
(Approved 8ofX. 8, lWO; K*vlft*d Apr. 28. 1000) 
South Vt&nh Island Arm— South Addition 


2 VU 115 AU_ 5.000 

2200 110.do._.. 

2204 121.do.. 5.000 

2200 122 .do„... •«. 5,000 


OPPirUL UEAHIXO MAP, LOUUftAXA MAP MO. 4 

<Ap|tfov*d Jun* 8, Hfil. Bpvtord July 22,1W4‘ Apr. 3*. 
11100 ) 

Engrtt* Island Arm 


retary of the Interior In accordance with 
such rules and regulations. 

In the event a cooperative agreement 
is concluded beween the Secretary and 
the Conservation Agency of the State 
of Louisiana with respect to enforcement 


of conservation laws, rules, and regula¬ 
tions pursuant to section 5 of the Act. 
the lessee will be given notice thereof by 
publication in the Federal Register. 

It is suggested that bidders submit 
their bids in the following form: 


Mojingcr. Bureau* of Land Management. Deportment of the Interior. Poet Office Box 
53226, T-9003 Federal Office Building, New Orleans. La. 70150. 

Oil amd Qas Bid 

The following bid la submitted for on oil and go* leaae on the land of the Outer Con¬ 
tinental 8helf specified below: 

Area_Official Leasing Map No- 


22ns 

ZJ07 

23CS 

2X0 

2*10 

2211 


64 SVt 

74 All. 

75 _ 

K3 ~_ 

1M_ 

257. 




2,500 

5,000 

5,000 

5,000 

LOOP 

5,000 


Trad No. Total amount bid Amount per acra Amount wbmklttxi with bid 


OmaAL UCAAIWO MAP, LOUISIANA MAP MO. 4A 
(Approved Sept. A, IWiP, fUvbeU Apr. 28. 1940) 
Ku«en# Island Arm—South Addition 


M 

2213 

2214 
2115 

2215 
2217 
zns 
2210 
230 
2221 
7>rl 

n 

204 

2235 

700 

237 


207 

3HS 

m 

an* 

ao: 

314 

315 
*22 
*23 

m 

331 

335 

338 

350 


All- 

.do- 

_do_ 

.do,_ 

RH 


fc-:: 

ACTL_ 

do 


.....04. .... . 
_.do- 


. 5,000 

Cl . 5,000 

.. 5.000 

_ 5,000 

.... 8.000 
.... 8,000 
X500 
.. 3,800 

. 3,800 

_ 5,000 

. 8,000 

.. 5,000 

_8,000 

__5,000 

_ 8.000 

..S.0UQ 


1 Any base fcsaurd lot this trad wilt contain the Ml low- 
bip «t-^dsJ tirovbkitis: 

M No Died itmriurr may be erected within ih* hwsed 
arm until the Director, ilmtorfad Survey, has found 
that Uw structure b ivrcrxsary «x» a yeoio*lc and rujclivcnr- 
t*Mr bai-h tar lh» proftm ih'velopmrut and production of 
tbi! Uact by the Jras#*. 

“Lvwtlon of any atrudure w tthlu the leased a fra will 
miulre the prior approval of the Director, fiootogkal 

Survey.** 

Some of the tracts offered for lease may 
fall In fairway areas (including the pro¬ 
longations thereof) or anchorage areas, 
or both, as designated by the District 
Engineer, Now Orleans District, Corps of 
Engineers. UB. Army. For the location of 
these areas and for operational restric¬ 
tions imposed by the Agency, the District 
Engineer should be consulted. 

No installation, device, or structure, 
whether fixed, permanent, semiperma¬ 
nent, or mobile, shall be placed in des¬ 
ignated fairway areas or recognized sea 
lan« without the prior approval of the 
District Engineer, New* Orleans District. 
Corps of Engineers, UJ3. Army. 

Leases issued pursuant to this notice 
xor lands which are on the date of their 
issuance, or arc thereafter adjudicated 
w be subject to the exclusive jurisdiction 
and control of the United States, will be 
subject to all rules and regulations which 
the Secretary of the Interior is author- 
l/td to prescribe and administer under 
the outer Continental Shelf Lands Act 
U.S.C, secs. 1331-1343) including 
rule* and regulations for the prevention 
of an d for conservation of the nat¬ 
ural resource* of the Outer Continental 
* lclf The protection of correlative rights 

i0r °tn will be administered by the Sec- 


N.O. Misc. No.-Percent 


(Signature) 

(Please type fttgncr's name under 
signature) 


(Company) 


IMPORTANT 


(Address) 


The bid must be accompanied by one-fifth of the total amount bid. This amount may 
be cash, money order, cashier’s check, certified check, or bank draft. A separate bid must 
be made for each tract. 

John O. Crow*. 

Acting Director . 
Bureau of Land Management, 

Approved: October 19,1970. 

Harrison Loesch. 

Assistant Secretary 
of the Interior . 

JFR. Doc. 70-14183; Filed, Oct. 30. 1970; 8:49 im) 


(Serial No. U-8131) 

UTAH 

Notice of Classification of Public Lands 
for Multiple-Use Management and 
for Disposal 

Correction 

In F.R. Doc. 70-12704 appearing at 
page 14859, in the issue of Thursday, 
September 24, 1970, the land description 
in the center column of page 14860 read¬ 
ing *‘T. 42 8., R. 9 E.," should read “T. 
42 8., R. 19 E.r. 


(Serial No. Idaho 3728J 

IDAHO 

Notice of Proposed Withdrawal and 
Reservation of Lands 

October 13, 1970. 

The Department of Agriculture has 
filed an application. Serial No. 1-3728. 
for the withdrawal of the lands described 
below, from all forms of appropriation 
under the public land laws, including 
the mining laws but not the mineral leas¬ 
ing laws, subject to valid existing rights. 

The applicant desires the land for 
public purposes as a recreation area on 
the Nczperce National Forest. 

For a period of 30 days from the date 
of publication of this notice, all persons 
who wish to submit comments, sugges¬ 
tions. or objections in connection with 


the proposed withdrawal may present 
their views in w riting to the undersigned 
officer of the Bureau of Land Manage¬ 
ment. Department of the Interior, Room 
334. Federal Building, 550 West Fort 
Street, Boise. Idaho 83702. 

The authorized officer of the Bureau 
of Land Management will undertake such 
investigations as are necessary to deter¬ 
mine the existing and potential demand 
for the lands and their resources. He will 
also undertake negotiations with the 
applicant agency with the view of adjust¬ 
ing the application to reduce the area to 
the minimum essential to meet the appli¬ 
cant’s needs, to provide for the maximum 
concurrent utilization of the lands for 
purposes other than the applicant’s and 
to reach agreement on the concurrent 
management of the lands and their 
resources. 

He will also prepare a report for con¬ 
sideration by the Secretary of the In¬ 
terior who will determine whether or not 
the lands will be withdrawn as requested 
by the Department of Agriculture. 

The determination of the Secretary on 
the application will be published In the 
Federal Register. A separate notice will 
be sent to each interested party of record. 

If circumstances warrant it, a public 
hearing will be held at a convenient time 
and place which will be announced. 

The lands involved In the application 
are: 
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NOTICES 


Boise Memoian. Idaho 
NKZ mCX NATIONAL rCJBXST 
Dry Gulch Recreation Area 
T. 29 N., R 4 K. t 

8ec. 22, SE'4NE^SBV«8E^. WV|NE% 
SEViSEVi. NW'/«SE%SR«4. NK % 8E % 
8E%SE%. 

The tract described contains 20 acres 
In Idaho County. Idaho. 

Orval G. Hadley, 
Manager, Land Office. 

IF.R. Doc. 70-14118: Filed, Oct. 20. 1070: 
8:40 am | 


| Serial No 1-06301 

IDAHO 

Notice of Proposed Classification of 
Public Lands for Multiple-Use Man¬ 
agement; Correction 

October 14. 1970. 

In F.R. Doc. 70-12697 appearing In 
Paragraph No. 3 of the third column on 
page 14858 In the issue of Thursday. 
September 24, 1970. the land description 
should read as follows : 

Boise Meridian. Idaho 

T. 11 N .R. 1 W.. 

Sec 7. N^SWy 4 SE>4 - 20 acres 

Wm. L. Mathews. 
Stoto Director . 

|F.R. Doc. 70-14172; Filed. Oct. 20. 1970: 
8:49 am.| 


|OR 0992| 

OREGON 

Notice of Proposed Withdrawol and 
Reservation of Land 

October 13. 1970. 


adjusting the application to reduce the 
area to the minimum essential to meet 
the applicant’s needs, to provide for the 
maximum concurrent utilization of the 
land for purposes other than the appli¬ 
cant’s, to eliminate land needed for pur¬ 
poses more essential than the appli¬ 
cant’s. and to reach agreement on the 
concurrent management of the land and 
its resources. 

He will also prepare a report for con¬ 
sideration by the Secretary of the In¬ 
terior who will determine whether or 
not the land will be withdrawn as re¬ 
quested by the applicant agency. 

The determination of the Secretary 
on the application will be published In 
the Federal Register. A separate notice 
will be sent to each interested party of 
record. 

If circumstances warrant it. a public 
hearing will be held at a convenient 
time and place which will be announced. 

The land Involved In the application 
is: 

Mai m.vn National Forest 

WILLAMETTE MERIDIAN 

Byram Gulch Municipal Watershed 
T. 14 S-.R.32 E. t 

Sec 18. lota 3. 4. 5. 8. and 7, SEV4NE%, 
EV&3WI4. W'. 4 SB* 4 : 

Sec. 19. lots 1 and 2. NE»4. EViNW^. 

The area described aggregates ap¬ 
proximately 684 acres In Grant County. 
Oreg. 

Virgil O. Seiser. 

Chief. Branch of Lands. 

|F.R. Doc. 70-14119; Filed. Oct. 20. 1970; 

8:46 a m | 


Office of Hearings and Appeals 

| Docket No PITT 71-511 

JONES & LAUGHLIN STEEL CORP. 


Implemented by 9 75.il00-2(b> of the 
regulations prescribed by the Secretary, 
on the ground. Inter alia, that compli¬ 
ance with this section will result in a 
diminution of the safety protection of 
the miners. 

Parties interested in this petition 
should file their answer or comments 
with the Office of Hearings and Appeals, 
Hearings Division. UR. Department of 
the Interior, BolLston Tower No. 3. 4015 
Wilson Boulevard. Arlington, Va. 22203 
Copies of the petition are available for 
inspection at this same address. 

Janes M Day. 

Director. 

October 6. 1970. 

|PR Doc 70-14124: Filed, Oct. 20. 1970; 

8:46 a.m.l 


Office of the Secretary 

IMPORTS INTO PUERTO RICO OF 
FINISHED PRODUCTS 

Adjustment in Maximum Level 

Pursuant to paragraph (c) of section 
2 of Proclamation 3279. as amended <30 
FR. 15459). for the period January 1. 
1970. through December 31, 1970, the 
maximum level of imports of residual 
fuel oil to be used as fuel established 
pursuant to section 14 of Oil Import 
Regulation 1 (Revision 5>, as amended, 
is Increased by 500.000 barrels to permit 
the importation of residual fuel oil to be 
used as fuel to meet a demand in Puerto 
Rico which would not otherwise be met. 

Walter J. Hickel. 

Secretary of the Interior. 

October 13,1970. 

I F.R, Doc. 70-14125: Filed. Oct. 20. 1970 ; 

8:46 A.m.l 


The Department of Agriculture, on be¬ 
half of the Forest Service, has filed ap¬ 
plication, OR 6992. for the withdrawal of 
the national forest land described be¬ 
low. from all forms of appropriation 
under the mining laws (30 U.S.C., Ch. 2), 
but not from leasing under the mineral 
leasing laws, subject to valid existing 
rights. 

The applicant desires the land for use 
as the Byrain Gulch Municipal Water¬ 
shed. 

For a period of 30 days from the dote 
of publication of this notice, all persons 
who wish to submit comments, sugges¬ 
tions. or objections In connection with 
the proposed withdrawal may present 
their views in writing to the undersigned 
officer of the Bureau of Land Manage¬ 
ment. Department of the Interior. 729 
Northeast Oregon Street, Post Office Box 
2965, Portland. Oreg. 97208. 

The authorized officer of the Bureau 
of Land Management will undertake 
such investigations as are necessary to 
determine the existing and potential de¬ 
mand for the land and its resources. 
He will also undertake negotiations with 
the applicant agency with the view of 


Petition for Modification of an Interim 
Mandatory Safety Standard 

In accordance with the provisions of 
section 301(c) of the Federal Coal Mine 
Health and Safety Act of 1969 (83 Stat. 
742. et seq.. Public Law 91-173), notice 
Is hereby given that Jones & Laughlln 
Steel Corp. (Petitioner) has filed a peti¬ 
tion to modify the application of section 
311 of the Act as implemented by 
175.1100-2<b) of the regulations pre¬ 
scribed by the Secretary, with respect to 
its Gateway Mine located at California, 
Pa. Section 75.1100-2(b) of the regula¬ 
tions provides: 

Belt conveyors. Waterline* shall be m- 
ntailed parallel to the entire length of belt 
conveyor* and shall be equipped with Ore 
base outlets with valve* at 300-foot intervals 
along each belt conveyor and at tailpieces. 
Waterline* may be Installed in entries ad¬ 
jacent to the conveyor entry belt as long as 
the outlet* project Into the belt oonveyor 
entry. One hundred and fifty feet of rubber 
lined fire hose or the equivalent shall be pro¬ 
vided at each fire hose outlet. 

Petitioner proposes that said mine 
be excepted from the application of the 
requirements of section 311 of the Act as 


DEPARTMENT OF COMMERCE 

Office of the Secretary 

(Dept. Organization Order 25-IB; Anvdt. IJ 

U.s. TRAVEL SERVICE 


Organization and Functions 

Tills material amends the material ap* 
taring at 34 FR. 17309 of October 24. 
969 

The attached organization chart 1 a 
»py of the organization chart is on iuc 
ith original of this document with me 
ifflee of the Federal Register) Is' * ss “”! 
> reflect the recent move of the bao 
aulo Regional Office to Buenos Aire • 
1 supersedes the organization chart «* 
iclied to Department Of? an f z £' J ° 
irder 25-1B. "United States Travel Sen - 


Effective date: July 15. 19T0. 

Larry A. Jobe. 
Assistant Secretary 
for Administration . 

IF.R. Doc. 70-14X40; Filed. Oct. ». XFW: 
6:47 A.m.| 
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16-121 


DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 

Food and Drug Administration 
GEIGY CHEMICAL CORP. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to provisions of the Federal 
Food, Drug, and Cosmetic Act (sec. 409 
<bM5>, 72 8tat. 1786; 21 U.S.C. 348(b) 
<5)>. notice is given that a petition (FAP 
0B2542) has been filed by Geigy Chemical 
Corp.. Ardsley. N.Y. 10502. proposing 
that f 121.2566 Antioxidants and/or 
stabilisers for polymers <21 CFR 
121.2566) be amended to provide for the 
additional safe use of 2<2*-hydroxy- 
5’-methylphenyl> bcnzo triazole as a sta¬ 
bilizer in crystal polystyrene intended 
for use in contact with dry food of type 
Vin described in table 2 of ? 121.2526<c). 

Dated; October 14. 1970. 

Sam D. Fine, 
Associate Commissioner 
for Compliance. 

I P R. Doc. 70-14107; Piled, Oct. 20. 1970; 
8:45 am | 


GLIDDEN-DURKEE division of scm 
CORP. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to provisions of Uve Federal 
Pood. Drug, and Cosmetic Act <sec. 409 
•b'<5>. 72 Stat. 1786 : 21 UJS.C. 348(b) 
<5)), notice is given that a petition <FAP 
1A2594> lias been filed by Glidden- 
Durkee Division of SCM Corp.. 900 Union 
Commerce Building. Cleveland. Oliio 
«115, proposing that f 121.1164 Syn¬ 
thetic flavoring substances and adju¬ 
vants (21 CFR 121.1164). be amended 
to provide for the safe use of tlje fol¬ 
lowing 14 flavoring substances: w-bour- 
ponene (l,2,3,3a,3b.ft,4,5.6.6a.^.6b«-deea- 
nydro - la - isopropyl - 3aa - methyl . a - 
methylene-cyclobuta (1.2:3,41 dicydo- 
pentene); carvone oxide «cis-carvone 
car yoptiyllene oxide (0-caryo- 
i'h>llwic oxide); geranyl acetone (6.10- 
dimcthyl-5. 9-undecadlen.2-one>; 4 - 
*?**«»* <cl *-4-heptcnal>: 3-hexcnyl 
PnenylsoeUkte <cis -3-hexenyl phenylace- 
ZXl [, hc *>'l phcnylacetate (n-hexyl 
Phenylacetate); lsoamyl 2-methylbuty- 
•* asn, one <c£s-Jasmonc); l-p- 
.p-menth-l-en- 
»-yi acetate); pinocarveol (2( 10)-plnen- 
iui o pip f rltenone <P-mentha-I.4(8)- 
*t^l 3 ~ onc>: ^^rttenonc oxide 0,2- 
roenth - 4(8) - cn - 3 - ono; 
verbenol ( tra rw-vcrbenol >. 

Dated October 8.1970. 


Sam D. Fine, 
Associate Commissioner 
For Compliance . 

I p| (. Doc. 70-14149; Piled. Oct. 20. 1970; 
8:47 *-m.) 


IMPERIAL CHEMICAL INDUSTRIES LTD. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to provisions of the Federal 
Food. Drug, and Cosmetic Act (sec. 409 
<b>(5). 72 Stat. 1786; 21 UJB.C. 348(b) 
(5)), notice is given that a petition • FAP 
0B2557 ) has been filed by Imperial 
Chemical Industries Ltd., Dyestuffs Divi¬ 
sion. Post Office Box 42. Hexagon House. 
Blackley. Manchester M9 3DA V England, 
proposing that i 121.2566 AnHox/cfant* 
and/or stabilizers for polymers (21 CFR 
121.2566) be amended to provide for the 
safe use of dicetyl thiodipropionate as an 
antioxidant and/or stabilizer in polymers 
used in the manufacture of articles for 
food-contact use. 

Dated: October 14, 1970. 

Sam D. Fine, 
Associate Commissioner 
for Compliance . 

|FJt Doc 70-14108; Piled. Oct. 20. 1970; 
8:45 *4n.) 


MOBIL CHEMICAL CO. 

Notice of Filing of Petitions for Food 
Additives 

Pursuant to provisions of the Federal 
Food, Drug, and Cosmetic Act (sec. 409 
<b) (5), 72 Stat. 1786; 21 U.S.C. 348(b) 
(5) >, notice is given that a petition «FAP 
1B2599 > has been filed by Mobil Chemical 
Co.. Edison. NJ. 08817, proposing the is¬ 
suance of a food additive regulation (21 
CFR Part 121) to provide for the safe 
use of poly-l-butene resins and butene/ 
ethylene copolymers as articles, or as 
components of arUcles. intended for 
food-contact applications. 

Dated: October 8, 1970. 

Sam D. Fine. 
Associate Commissioner 
for Compliance. 

I PR. Doc. 70-14150; Piled. Oct. 20. 1970; 
8 47 a.m.| 


RHOD1A. INC. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to provisions of the Federal 
Food. Drug, and Cosmetic Act (sec. 409 
(bM5). 72 Stat. 1786; 21 U.8.C. 348(b) 
(5)), notice is given that a petition «FAP 
1H2598 has been filed by Rhodin. Inc., 
Chipman Division, 120 Jersey Avenue, 
New Brunswick. NJ. 08903. proposing the 
issuance of a tolerance (21 CFR Part 
121) of 12 parts per million for residues 
of the insecticide pho&alone in or on dried 
citrus pulp. Such residues would result 
from application of the insecticide to the 
raw agricultural commodity group citrus 
fruit, as proposed by Rhodia, Inc. in a 
pesticide petition (notice of which was 
published In the Federal Register of 
April 17, 1970 (35 F.R. 6289)) submitted 
under section 408(d) of the act. 


Dated; October 8.1970. 

Sam D. Fine. 
Associate Commissioner 
for Compliance. 

| PR. Doc. 70-14151; Piled. Oct. 20, 1970; 
8:47 Ajn.) 


| Docket No. PDC-D-211; NDA 107401 

WM. S. MERRELL CO. 

Alerlonk Elixir; Notice of Opportunity 
for Hearing on Proposal To With¬ 
draw Approval of New Drug 
Application 

In an announcement <DESI 1002) 
published in the Federal Register of 
September 12. 1969 (34 F.R. 14339). the 
Win. S. Merrell Co., Division of RJchard- 
son-Merrell, Inc., 110 Amity Road, Cin¬ 
cinnati. Ohio 45215, holder of new-drug 
application No. 10-740 for Alertomc 
Elixir containing in each 45 cubic centi¬ 
meters: 2 milligrams pipradrol hydro¬ 
chloride, 10 milligrams thiamine hydro¬ 
chloride, 5 milligrams riboflavin, 1 
milligram pyridoxine hydrochloride. 50 
milligrams niacinamide. 100 milligrams 
choline. 100 milligrams inositol. 100 
milligrams calcium glycerophosphate, 
alcohol and 1 milligram each of man¬ 
ganese (as sulfate), magnesium (as 
acetate), zinc (os acetate), molybdenum 
(as ammonium molybdate); as well as 
any other interested person, were invited 
to submit pertinent data bearing on the 
intention of the Commissioner of Food 
and Drugs to initiate proceedings to 
withdraw approval of the new-drug 
application. 

On October 12. 1969 and February 9, 
1970. the Win. S. Merrell Co. submitted 
material for consideration. This material, 
reviewed, and considered together with 
other available information, does not 
provide substantial evidence of effective¬ 
ness of the drug for the recommended 
uses in man. 

Therefore, notice is given to the Wm. 
8. Merrell Co., and to any other inter¬ 
ested person who may be adversely 
affected, that the Commissioner of Food 
and Drugs proposes to issue an order 
under the provisions of section 505(e) 
of the Federal Food. Drug, and Cosmetic 
Act <21 U.8.C. 355(e)) withdrawing ap¬ 
proval of new drug application No. 10- 
740 and all amendments and supple¬ 
ments thereto on the grounds that new 
information, evaluated together with 
tl>e evidence available when the applica¬ 
tion was approved, shows that there la 
a lack of substantial evidence that Die 
drug will have the effect it purports or is 
represented to have under the conditions 
of use prescribed, recommended, or 
suggested in Its labeling. 

In accordance with the provisions of 
section 505 of the act (21 U.S.C. 355) and 
the regulations promulgated thereunder 
(21 CFR Part 130), the Commissioner 
will give the applicant(s). and any in¬ 
terested person who would be adversely 
affected by an order withdrawing such 
approval, an opportunity for a hearing 
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NOTICES 


to show why approval of the new-drug 
application^! shculd not be withdrawn. 
Promulgation of the proposed order will 
cause any drug for human use contain¬ 
ing the same components and offered 
for the same conditions of use to be a 
new drug for which an approved new- 
drug application is not in effect. Any 
such drug then on the market would be 
subject to regulatory proceedings. 

Within 30 days after publication here¬ 
of in the Federal Register, such persons 
are required to file with the Hearing 
Clerk, Department of Health. Education, 
and Welfare. Room 0-62, 5600 Fishers 
Lane. Rockville. Md. 20852, a written 
appearance electing whether: 

1. To avail themselves of the oppor¬ 
tunity for a hearing: or 

2. Not to avail themselves of the 
opportunity for a hearing. 

If such persons elect not to avail them¬ 
selves of the opportunity for a hearing, 
the Commissioner without further notice 
will enter a final order withdrawing 
approval of the new-drug application. 
Failure of such persons to file a written 
appearance of election within said 30 
days will be construed as an election by 
such, persons not to avail themselves of 
the opportunity for a hearing. 

The hearing contemplated by this 
notice will be open to the public except 
that any portion of the hearing that 
concerns a method or process which the 
Commissioner finds is entitled to pro¬ 
tection as a trade secret will not be open 
to the public, unless the respondent 
specifies otherwise in his appearance. 

If such persons elect to avail them¬ 
selves of the opportunity for a hearing 
they must file, within 30 days after the 
publication of this notice in the Federal 
Register, a written appearance request¬ 
ing the hearing, giving the reasons why 
approval of the new-drug application 
should not be withdrawn, together with 
a well-organised and full-factual anal¬ 
ysis of the clinical and other investiga¬ 
tional data they are prepared to prove 
in support of their opposition to thJs 
notice. A request for a hearing may not 
rest upon mere allegations or denials, 
but must set forth specific facts showing 
that there is a genuine and substantial 
issue of fact that requires a hearing. 
When it clearly appears from the data 
in the application and from the reasons 
and factual analysis in the request for 
the hearing that there is no genu ne and 
substantial issue of fact which precludes 
the withdrawal of approval of the ap¬ 
plication, the Commissioner will enter 
an order on these data; making findings 
and conclusions on such data. 

If a hearing is requested and is Justi¬ 
fied by the response to this notice, the 
issues will be defined, a hearing examiner 
will be named, and he shall issue a writ¬ 
ten notice of the ttpie and place at which 
the hearing will commence, not more 
than 90 days after the expiration of such 
30 days unless the hearing examiner and 
the person(s) requesting the hearing 
otherwise agree (35 FJR. 7250. May 8. 
1970). 

This notice is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (sec. 505. 52 Stat. 1052-53. 


as amended: 21 UB.C. 355) and under 
authority delegated to the Commissioner 
(21 CFR 2.120). 

Dated: October 5,1970. 

Sam D. Fine. 
Associate Commissioner 
for Compliance . 

|FJt. Doc. 70-14109: Filed, Oct. 20. 1970; 
8:46 AJn.| 


(DESI 46811 

CERTAIN DRUGS CONTAINING ADI- 

PHENINE HYDROCHLORIDE AND 

PHENOBARBITAL, DIPHEMANIL 

METHYLSULFATE, OR METHSCO- 

POLAMINE BROMIDE 

Drugs for Human Use; Drug Efficacy 
Study Implementation 

The Food and Drug Administration has 
evaluated reports received from the Na¬ 
tional Academy of Scicnces-National 
Research Council, Drug Efficacy Study 
Group, on the following drugs: 

1. Trasentine-Phenobarbltal Tablets 
containing adlphcnine hydrochloride and 
phenobarbltal: marketed by Ciba Phar¬ 
maceutical Co„ 556 Morris Avenue, 
Summit. N.J. 07901 (NDA 4-681). 

2. Prantal Tablets containing diphem- 
anil mcthylsulfate: marketed by Schcr- 
ing Corp., 1011 Morris Avenue, Union. 
N.J. 07083 (NDA 8-114). 

3. Prar.tal Repetabs containing di- 
phemanil mcthylsulfate; marketed by 
Schering Corp. (NDA 8-638). 

4. Prantal with Phenobarbltal Tablets 
containing diphemanil mcthylsulfate and 
phenobarbltal: marketed by Schering 
Corp. <NDA 8-829). 

5. Scopolamine Methyl Bromide Pro- 
longsulcs containing methscopolamine 
bromide: marketed by Richlyn Labora¬ 
tories. Inc., 3725 Castor Avenue, Phila¬ 
delphia. Pa. 19124 (NDA 10-404). 

These drugs are regarded as new drugs 
(21 U.8.C, 321 (p>). The effectiveness 
classification and marketing status are 
described below. 

A. Effectiveness Classification. The 
Food and Drug Administration, having 
considered the Academy reports and 
other available evidence, concludes that: 

1. Adiphenlne hydrochloride with 
phenobarbltal lacks substantial evidence 
of effectiveness for the relief of pain 
and discomfort due to spasm associated 
with peptic and duodenal ulerr; cho'ecys- 
titis: biliary dyskinesia: pylorospnsm; 
chronic pancreatitis; dysentery; tuber¬ 
cular enteritis; as an adjunct in reliev¬ 
ing ureteral colic: and for relieving pain, 
nausea, and diarrhea which may follow 
deep irradiation of pelvic and abdominal 
cavities. 

2. Diphemanil methylsulfate repeat ac¬ 
tion tablets and conventional tablets with 
or without phenobarbltal lack substan¬ 
tial evidence of effectiveness for gastric 
hyperacidity and hypcrmotillty; and the 
treatment of chronic hypertrophic gas¬ 
tritis and certain less sreciflc forms of 
gastritis and pylorospasm. 

3. Methscopolamine bromide extended 
release capsules lack substantial evidence 
of effectiveness for the relief of gastritis 


due to gastric hyperacidity or gastro¬ 
intestinal hypermotliity. 

4. Except for those indications referred 
to above, these drugs arc regarded as 
possibly effective for their other labeled 
indications. 

B Marketing status. 1. Within 60 da>s 
of the date of publication of this an¬ 
nouncement in the Federal Register, the 
holder of any previously approved new 
drug application for a drug described 
above is requested to submit a supple¬ 
ment to his application to provide for 
revised labeling, as needed, which deletes 
those indications for which such dru 
has been classified as lacking substantial 
evidence of effectiveness In paragraph A 
above. Such supplement should be sub¬ 
mitted under the provisions of 9 130 9 <d) 
and <e) of the new drug regulations (21 
CFR 130.9 (d) and <e)). which permit 
certain changes to be put into effect ai 
the earliest possible time. The revised 
labeling should be put into use within the 
60-dny period. Failure to do so may 
result In a proposal to withdraw approval 
of the new drug application. 

2. If any such preparation Is on the 
market without an approved new drus? 
application, its labeling should be revised 
If it includes those claims for which 
substantial evidence of effectiveness \s 
lacking as described in paragraph A 
above. Failure to delete such Indications 
and to put the revised labeling into use 
within 60 days after the date of publica¬ 
tion hereof in the Federal Register may 
cause the drug to be subject to regula¬ 
tory proceedings. 

3. Holders of approved new drug ap¬ 
plications for any drug described In this 
announcement and any person market¬ 
ing such drug without approval will be 
allowed 6 months from the date of pub¬ 
lication of this announcement in the 
Federal Register to obtain and subm't. 
in a supplemental or original new drug 
application, data to provide substantial 
evidence of effectiveness for those indi¬ 
cations for which the drug is regard'd 
as possibly effective. To be acceptable 
for consideration in support of the effec¬ 
tiveness of a drug, any such data rrnrt be 
previously unsubmitted, well-organized, 
and must include data from adequate 
and well-controlled clinical investiga¬ 
tions (identified for ready review) as de¬ 
scribed in 9 13U2(aM5) of the regula¬ 
tions published in the Federal Register 
of May 8, 1970 (35 FJR. 7250). Carefully 
conducted and documented clin'cal 
studies obtained under uncontrolled 
partially controlled situations are not 
acceptable as a sole basis for the ap¬ 
proval of claims of effectiveness, but suen 
studies may be considered on their merits 
for corroborative support of efficacy ana 
evidence of safety. 

4. At the end of the 6-month period 
any such data wilt be evaluated to deter* 
mine whether there is substantial evi¬ 
dence of the effectiveness of the drug mr 
such uses. After that evaluation, the con- 
elusions concerning the drugs will 
published in the Federal Register ■ « ™ 
studies have been undertaken or if the 
studies do not provide substantial evi¬ 
dence of effectiveness, procedures will do 
initiated to withdraw approval of w 
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new-drug applications for these drugs 
pursuant to the provisions of section 505 
<e) of the Federal Food. Drug, and 
Cosmetic Act. Withdrawal of approval of 
the applications will cause any such 
drug on the market to be a new* drug 
for which an approval is not In effect 
The above-named holders of the new- 
drug applications for these drugs have 
been mailed a copy of the NAS-NRC 
report. Any interested person may ob¬ 
tain a copy of these reports by writing 
to the office named below. 

Communications forwarded In re¬ 
sponse to this announcement should be 
identified with the reference number 
DESI 4681, directed to the attention of 
the appropriate office from the list which 
follows, and addressed (unless other¬ 
wise specified) to the Food and Drug 
Administration. 5600 Fishers Lane, Rock¬ 
ville. Md. 20852: 

Supplements (Identify with NDA number); 
Office of Scientific Evaluation (BD-100). 
Bureau of Drugs. 

Original new-drug applications; Office of 
{Scientific Evaluation <BD 100). Bureau 
of Drugs. 

All other communications regarding this 
announcement: Drug Efllcacy Study Im¬ 
plementation Project Office (BD-5). Bu¬ 
reau or Drugs. 

Requests for NAS-NRC reports: Press Rela¬ 
tions Office (CR-200), Pood and Drug Ad¬ 
ministration. 200 C Street 8W.. Washing¬ 
ton. D.C. 20204 

This notice is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (secs. 502, 505. 52 Stat. 
1050-53. as amended: 2i U.S.C. 352. 355) 
and under authority delegated to the 
Commissioner of Food and Drugs (21 
CFR 2.120). 

Dated: September 28.1970. 

Sam D. Fin*. 
Associate Commissioner 
/or Compliance . 

IF-R. Doc. 70-14110; Piled. Oct. 20. 1970; 
8:45 a m.J 


(DESI 5930| 

dimercaprol injection 

Drugs for Human Use; Drug Efficacy 
Study Implementation 

Tlie Food and Drug Administration 
has evaluated a report received from the 
national Academy of Sciences-National 
Hcsearch Council. Drug Efficacy Study 
Lroup, on the following drug: 

Bal In Oil Ampules containing dimer- 
caprob marketed by Hynson. Westcott, 
ad Dunning. Inc., Charles and Chase 

t-938?' BaWmore ' Md 21201 ‘NDA 

***-.11 regarded as a new drug. 
drm> <p) Supplemental new 

the*i n vw>i: Nations are required to revise 
annrJ?!i nB and update previously 
druo , cd a PPj lc ations providing lor such 
(ram drug application Is required 

«MMS2 marketl118 such dru * 

prS^-2^ and Dru ® Administration Is 
tion.s a PProve new drug appllca- 

and supplement to previously ap¬ 


proved new drug applications under con¬ 
ditions described in this announcement. 

A. Effectiveness classification . The 
Food and Drug Administration has con¬ 
sidered the Academy report, as well as 
other available evidence, and concludes 
that: 

1. Dimercaprol injection Is effective in 
the treatment of arsenic, gold, and mer¬ 
cury poisoning. It is effective in the treat¬ 
ment of acute lead poisoning when used 
concomitantly with calcium disodium 
©delate. 

2. Dimercaprol injection is possibly 
effective for use in the treatment of 
hemorrhagic encephalitis due to massive 
arsenotherapy, postarsenicoi jaundice, as 
an adjunct in the treatment of agranulo¬ 
cytosis due to arsenic, other heavy metal 
poisonings such as antimony and bis¬ 
muth, and in the treatment of acute lead 
poisoning when used alone. 

B. Form of drug . Dimercaprol prep¬ 
arations are sterile oil solutions suitable 
for intramuscular administration. 

C. Labeling conditions . 1. The label 
beam the statement. "Caution: Federal 
law prohibits dispensing without pre¬ 
scription." 

2. The drug is labeled to comply with 
all requirements of the Act and regula¬ 
tions. Its labeling bears adequate infor¬ 
mation for safe and effective use of the 
drug and is In accord with the guidelines 
for uniform labeling published in the 
Federal Register of February 6, 1970. 
The “Indications" section is as follows: 

INDICATIONS 

Dimercaprol injection is indicated in Uie 
treatment of arsenic, gold, and mercury poi¬ 
soning. It is indicated in acute lead poison¬ 
ing when used concomitantly with calcium 
disodium edetate 

D. Indications permitted during ex¬ 
tended period for obtaining substantia! 
evidence. Those indications for which 
the drug is described in paragraph A 
above as possibly effective (not included 
in the labeling conditions in paragraph 
C) may continue to be used for 6 months 
following the date of this publication to 
allow additional time within which 
holders of previously approved applica¬ 
tions or persons marketing the drug 
without approval may obtain and sub¬ 
mit to the Food and Drug Administra¬ 
tion data to provide substantial evidence 
of effectiveness. 

E. Marketing status. Marketing of the 
drug may continue under the conditions 
described in paragraphs F and G of this 
announcement except that those Indi¬ 
cations referenced in paragraph D may 
continue to be used as described therein. 

F. Previously approved applications. 
1. Each holder of a "deemed approved" 
new drug application (i.e., an applica¬ 
tion which became effective on the basis 
of safety prior to Oct. 10. 1962) for such 
drug Is requested to seek approval of the 
claims of effectiveness and bring the ap¬ 
plication into conformance by submit¬ 
ting supplements containing: 

a. Revised labeling as needed to con¬ 
form to the labeling conditions described 
herein for the drug and complete cur¬ 
rent container labeling, unless recently 
submitted. 


b. Updating information as needed to 
make the application current in regard 
to Hems 6 (components), 7 (composi¬ 
tion), and 8 (methods, facilities, and 
controls) of the new drug application 
form FD-356H to the extent described 
for abbreviated new drug applications. 
9 130.4(f), published in the Federal 
Register April 24, 1970 (35 F.R. 6574), 
(One supplement mAy contain all the 
information described in this para¬ 
graph.) 

2. Such supplements should be sub¬ 
mitted within the following periods after 
the date of publication of this notice in 
the Federal Register : 

a. 60 days for revised labeling—the 
supplement should be submitted under 
the provisions of f 130.9 (d> and (e> of 
the new drug regulations <21 CFR 130.9) 
which permit certain changes to be put 
into effect at the earliest possible time. 

b. 60 days for updating information. 

3. Marketing of the drug may con¬ 
tinue until the supplemental applications 
submitted in accord with the preceding 
subparagraphs 1 and 2 arc acted upon, 
provided that within 60 days after the 
date of this publication, the labeling of 
the preparation shipped within the Ju¬ 
risdiction of the Act is In accord with 
the labeling conditions described In this 
announcement. (It may continue to in¬ 
clude the indications referenced in para¬ 
graph D for the period stated.) 

O. Neio application. X. Any other 
person who distributes or intends to dis¬ 
tribute such drug which is Intended for 
the conditions of use for which it was 
shown to be effective, as described under 
A above, should submit an abbreviated 
new* drug application meeting the con¬ 
ditions specified in $ 130.4(f) (1) and 
(2) . published in the Federal Register of 
April 24. 1970 (35 F.R, 6574) Such ap¬ 
plications should include proposed label¬ 
ing which is in accord with the labeling 
conditions described herein. 

2. Distribution of any such prepara¬ 
tion currently on the market without an 
approved new-drug application may be 
continued provided that: 

a. Within 60 days from the date of 
publication of this announcement in the 
Federal Register, the labeling of such 
preparation shipped within the Jurisdic¬ 
tion of the Act is in accord with the label¬ 
ing conditions described herein. (It may 
continue to include the indications ref¬ 
erenced in paragraph D for the period 
stated.) 

b. The manufacturer, packer, or dis¬ 
tributor of such drug submits, within 60 
days from the date of tills publication, 
a new-drug application to the Food and 
Drug Administration. 

c. The applicant submits within a rea¬ 
sonable time additional Information that 
may be required for the approval of the 
application as specified in a written com¬ 
munication from the Food and Drug Ad¬ 
ministration. 

d. The application has not been ruled 
Incomplete or unapprovable. 

H. Unapproved use or form of drug. 
1. If the article is labeled or advertised 
for use in any condition other than those 
provided for in this announcement, it 
may be regarded as an unapproved new 
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drug subject to regulatory proceedings 
until such recommended use is approved 
in a new-dru* application or is otherwise 
In accord with this announcement. 

2. If the article is proposed for mar¬ 
keting in another form or for a use other 
than the use provided for In this an¬ 
nouncement, appropriate additional in¬ 
formation as described in } 13 0.4 or 
5 130.9 of the regulations (21 CFR 130.4, 
130.9* may be required, Including results 
of animal and clinical tests intended to 
show whether the drug is safe and ef¬ 
fective. 

A copy of the NA8-NRC report has 
been furnished to the firm referred to 
above. Any other interested person may 
obtain a copy by request to the appropri¬ 
ate office named below. 

Communications forwarded in re¬ 
sponse to this announcement should be 
identified with the reference number 
DESI 5939 and be directed to the atten¬ 
tion of the appropriate office listed below 
and addressed (unless otherwise speci¬ 
fied) to the Pood and Drug Administra¬ 
tion. 5600 Fishers Lane, Rockville. Md. 
20852: 

Supplements (Identify with NDA number): 
Office of Scientific Evaluation (BD-100), 
Bureau of Drugs. 

Original abbreviated new drug applications 
(Identify as such): Drug Efficacy Study 
Implementation Project Office (BD-5), Bu¬ 
reau of Drugs. 

All other communications regarding this an¬ 
nouncement: Special Assistant for Drug 
Efficacy Study Implementation (BD-5). 
Bureau of Drugs. 

Requests for NA3-NRC report: Press Rela¬ 
tions Staff (CE 200), Food and Drug Ad¬ 
ministration. 200 C Street SW. Washing¬ 
ton. D C. 20204 

Tills notice is Issued pursuant to pro¬ 
visions of the Federal Pood. Drug, and 
Cosmetic Act (secs. 502, 505. 52 Stat. 
1050-53, as amended; 21 U SC. 352, 355) 
and under authority delegated to the 
Commissioner of Pood and Drugs (21 
CPR 2.120). 

Dated: September 28, 1970. 

Sam D. Fine. 
Associate Commissioner 
for Compliance. 

(F.R. Doc. 70-14113; Filed. Oct. 20. 1970; 
8 45 am | 


(DESI 6337) 

ISOBORNYL THIOCYANOACETATE 
FOR TOPICAL USE 

Drugs for Human Use; Drug Efficacy 
Study Implementation 

The Pood and Drug Administration 
has evaluated a report received from the 
National Academy of Sciences-National 
Research Council. Drug Efficacy Study 
Group, on the following drug: 

Bornate Lotion containing isobornyl 
thiocyanoacctatc and dloctyl sodium sul- 
fosuccinate; marketed by Wyeth Labora¬ 
tories, Inc.. Post Office Box 8299. 
Philadelphia, Pa. 19101 (NDA 5-337). 

The drug Is regarded as a new drug. 
The effectiveness classification and 
marketing status arc described below. 


A. Effectiveness classification. The 
Food and Drug Administration has con¬ 
sidered the Academy report, as well as 
other available evidence, and concludes 
that isobornyl thiocyanoacctatc Is pos¬ 
sibly effective for treatment of pedicu¬ 
losis. 

B. Marketing status . 1. Holders of 

previously approved new drug applica¬ 
tions and any person marketing any 
such drug without approval will be 
allowed 6 months from the date of pub¬ 
lication of this announcement In the 
Federal Register to obtain and to submit 
in a supplemental or original new drug 
application data to provide substantial 
evidence of effectiveness for the indica¬ 
tion for which this drug has been classi¬ 
fied as possibly effective. To be accept¬ 
able for consideration in support of the 
effectiveness of a drug, any such data 
must be previously unsubmitted, well 
organized, and Include data from ade¬ 
quate and well controlled clinical investi¬ 
gations (identified for ready review) as 
described in i 130.12<ai(5) of the regu¬ 
lations published as a final order in the 
Federal Register of May 8.1970 (35 F.R. 
7250'. Carefully conducted and docu¬ 
mented clinical studies obtained under 
uncontrolled or partially controlled situ¬ 
ations are not acceptable as a sole basis 
for the approval of claims of effective¬ 
ness. but such studies may be considered 
on their merits for corroborative support 
of efficacy and evidence of safety. 

2. At the end of the 6-month period, 
any such data will be evaluated to deter¬ 
mine whether there is substantia! evi¬ 
dence of effectiveness for such uses. After 
that evaluation the conclusions concern¬ 
ing the drug will be published in the 
Federal Register. If no studies have been 
undertaken or If the studies do not pro¬ 
vide substantial evidence of effectiveness, 
procedures will be Initiated to withdraw 
approval of the new drug applications for 
such drugs, pursuant to the provisions of 
section 505<e> of the Federal Food. Drug, 
and Cosmetic Act. Withdrawal of ap¬ 
proval of the applications will cause any 
such drugs on the market to be a new 
drug for which an approval la not in 
effect. 

The above named holder of the new- 
drug application for this drug has been 
mailed a copy of the NAS-NRC report. 
Any interested person may obtain a copy 
of this report by writing to the Press Re¬ 
lations Office, Food and Drug Adminis¬ 
tration (CE-200). 200 C Street SW.. 
Washington. D.C. 20204. 

Communications forwarded in response 
to this announcement should be identi¬ 
fied with the reference number DESI 
5337 and be directed to the attention of 
the appropriate office listed below and 
addressed to the Food and Drug Admin¬ 
istration, 5600 Fishers Lane. Rockville. 
Md. 20852: 

Supplements (Identify with NDA number): 
Office of Scientific Evaluation (BD-100), 
Bureau of Drugs. 

Original new-drug applications: Office of 
Scientific Evaluation (BD-1004, Bureau ,pf 
Drugs. 

All other communications regarding this an¬ 
nouncement : Special Assistant for Drug 
Efficacy Study Implementation (BD-6), 
Bureau of Drugs. 


This notice Is Issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (secs. 502. 505. 52 Stat. 
1050-53. as amended: 21 U.8.C. 352, 35b> 
and under authority delegated to the 
Commissioner of Food and Drugs 21 CFR 
2 . 120 ). 

Dated: September 28,1970. 

Sam D. Fine, 
Associate Commissioner 
for Compliance 

(PR. Doc. 70-14112; Filed. Oct. 20. 1970: 
8:46 a m.) 


| DESI 7750; Docket No. FDC-D-248; NDA 
7-750 etc. | 

CERTAIN GLUCOCORTICOID DRUGS 
FOR ORAL USE 


Drugs for Human Use; Drug Efficacy 
Study Implementation 

Certain glucocorticoid drugs for oral 
use containing betamethasone; cortisone 
acetate; dexamethasone; flupredniso- 
lone; hydrocortisone: hydrocortisone 
acetate: methylprednlsolone; para- 

meth&son acetate; prednisolone; pred¬ 
nisone; triamcinolone; or triamcinolone 
diacetate. 

The Food and Drug Administration 
has evaluated reports received from the 
National Academy of Sciences-National 
Research Council, Drug Efficacy Study 
Group, on the following corticosteroid 
drugs for oral use: 

I. Certain Glucocorticoid Drugs ro* 
Oral Use 


A. Preparations containing beta¬ 
methasone. 

1. Celestone Tablet*. Scherlng Oorp., CO 
Oran go Street. Bloomfield. N.J. 07003 (NDA 
12-667). 


B. Preparations containing cortisone 
icetate. 

1. Cortisone Acetate Tablet*. Viumlx 
■harmaceutlcaU, Iuc.. 2900 North l<tn 
Itrect, Philadelphia. Pa. 19132 (NDA 10-0831 ■ 

2. Cortone Tablet*. Merck. Sharp *nd 
>ohme. Division of Merck and Co.. Inc. 
Vest Point. P* 19486 (NDA 7-750). 

3. Cortisone Acetate Tablets. Rlchlyn 
laboratories. Inc., Castor at 

L venues, Philadelphia. Pa. 19124 (NDA 
>-458). 

4. Cortisone Acetate TableU. NyscoLabors- 
orlea. Inc , 34 24 Vernon Boulevard. Long 
aland City. N Y. 11106 (NDA 9-2*4). 

5. Cortisone Acetate Tablets. R**ah 

md Chemical Co., 8480 Beverly Boulevard 
jo* Angeles. Calif. 90054 (NDA 9-513). 

6. Cortisone Acetate Tablets, P*"™? _ 
rial on. Ormont Drug and Chemical Oo In- 
123 South Dean Street, Englewood, N.J. 

7. Cortisone Acetate Tablets, The 

3o„ 7171 Portage Road. Kalama zoo. MU? 
19002 (NDA 8-1261. 

C. Preparations containing dexameth- 
tsone. 

1. Decadron Elixir. Merck. Sharp “JV 
Dohmc. Division ol Merck end Co. Inc 

‘VHessdrol Tmblets. Org.noo_tnc. S» 
Mount Pleaiant Avenue. West Orsnge. . 

(NDA 12-675). riba phsrnu* 

3. Gaminacorten Tablet*. Ciba 
seutlcsl Co.. SM Morris Avenue. Summit, nj. 

__ «« SOftl 
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4. Dcronll Tablets. Sobering Oorp. (NDA 
11 731). 

5. Decadron Tablets. Merck. Sharp, and 
Dohme (NDA 11-604). 

fl Hcxadrol Elixir. Organon. Inc. (NDA 
12-674). 

D. Preparations containing flupredni- 
solone. 

1. Aiphadrol Tablets. The Upjohn Co. 
(NDA 12-260). 

E. Preparations containing hydrocor¬ 
tisone or hydrocortisone acetate. 

1. Hydrocortisone Tablets. Vltamix Phar¬ 
maceuticals. Inc. (NDA 0-666). 

2. Hydrocortisone Tablets. Rvron Phar¬ 
maceutical Oo., Inc.. 7475 North Rogers Ave¬ 
nue. Chicago! Ill. 60626 (NDA 0-768). 

3. Hydrocortisone Tablets. Psnray Divi¬ 
sion. Ormont Drug and Chemical Co., Inc. 
(NDA 0-669). 

4. Cortef Suspension, The Upjohn Co. 
(NDA 0-000). 

5. Cortef Tablets. The Upjohn Co. (NDA 
8-607). 

6. Cortril Tablets. Chos. Pfizer and Co., 
Xne.. 235 East 42d Street, New York, N.Y. 
10017 (NDA 0-127). 

7 Iivdrooortone Tablets. Merck. Sharp 
and Dohme (NDA 8-606). 

a Hydrocortisone Acetate Powder. Chos. 
Pfizer and Co. (NDA 0-164). 

F. Preparations containing methyl- 
prednisolone. 

1. Mcdrol Modules. The Upjohn Co. (NDA 

12-362). 

2. Mcdrol Tablets, The Upjohn Co. (NDA 

11- 153). 

O. Preparations containing parameth- 
asone acetate. 

1. Hal drone Tablets. Ell Lilly and Co.. Poet 
Office Box 618, Indianapolis, Ind. 46206 (NDA 

12- 772). 


H Preparations containing predni¬ 
solone. 


1. Bterane Tablets, Chos. Pfizer and Co*. 
I»c. (NDA 0-996). 

2. MeiicorUlone Tablets, Sobering Corp. 
(NDA 0-931). 

3. Delta-Cortef Tablets, The Upjohn Co. 
(NDA 9 087). 

4. Paracortol Tableu, Parke. Davis and 
Co. Joseph Campau. at the River. Detroit. 
Mich. 48232 (NDA 10-668). 

5. Hydeltra Tablet#. Merck, Sharp, and 
Dohme (NDA 10-061). 


I. Preparations containing predniso: 

1- Paracort Tablets, Parke. Davla and 
(NDA 10-082). 

. Jf Mettcorten Tablets, Schering Cc 
(NDA 0-766). 

3. Deltra Tablets, Merck, Sharp, ■ 
Dohme (NDA 0-042), 

JJ- Dtltwone Tablets, The Upjohn < 
(NDA 0-986). 


f* Preparations containing triamci¬ 
nolone or triamcinolone diacetate. 


1- Aristocort Tablets. Lederie Labor a tor lee 
«Tlaion Amertcan Cyanamid Co^ Pearl 
RlW, N.Y. 10965 (NDA 11-161). 

s - vru P* L«derle Laboratories 

(NDA 11-960). 


n Conventional Dosage Poems or 
Above Listed Drugs 

drugs ®re regarded as new drugs 
1 UB.C. 321 (p)>. Supplemental new 
r 14 * ^Plications are required to revise 
- t labeling in and to update previously 


approved applications providing for such 
drugs. A new drug application is re¬ 
quired from any person marketing such 
drugs without approval. 

The Food and Drug Administration is 
prepared to approve new drug applica¬ 
tions and supplements to previously ap¬ 
proved new drug applications under 
conditions described in this announce¬ 
ment. 

A. Effectiveness classification. The 
Pood and Drug Administration has con¬ 
sidered the Academy reports, as well as 
other available evidence, and concludes 
that: 

1. Betamethasone: Cortisone Acetate: 
Dexamcthasone; Fluprednisolone; Hy¬ 
drocortisone: Hydrocortisone Acetate: 
Methylprednisolone; P&ramethasone 
Acetate: Prednisolone; Prednisone; Tri¬ 
amcinolone: or Triamcinolone Diace¬ 
tate preparations for oral use are effec¬ 
tive or probably effective for the indica¬ 
tions listed in the “Indications” section 
of the labeling guidelines in this an¬ 
nouncement. The probably effective in¬ 
dications are as follows: control of 
severe or incapacitating angloedema and 
urticaria intractable to adequate trials 
of conventional treatment; pulmonary 
emphysema where bronchospasm or 
bronchial edema plays a significant role: 
diffuse Interstitial pulmonary fibrosis 
(Hamman-Rich syndrome); to tide the 
patient over a critical period in ulcera¬ 
tive colitis, regional enteritis, intractable 
sprue; in conjunction with diuretic 
agents, to induce a diuresis in cirrhosis 
of the liver with refractory ascites, or 
refractory congestive heart failure; and 
dental postoperative inflammatory 
reactions. 

2. These drugs are possibly effective 
for use in thyroid crisis; palindromic 
rheumatism: polyarteritis nodosa; scle¬ 
roderma; allergic purpura; allergic la¬ 
ryngeal edema; thrombotic thrombocy¬ 
topenic purpura; cirrhosis; hepatitis; 
Bell's palsy; Hunner's ulcer: and as ad¬ 
juvant therapy in certain infectious 
diseases. 

3. These drugs lack substantial evi¬ 
dence of effectiveness for all other la¬ 
beled indications. In some cases an in¬ 
dication has been placed in this cate¬ 
gory principally because of Its broad¬ 
ness or vagueness, but may have been 
given a higher classification when more 
specifically defined as described in this 
announcement. 

B. Form of drug. These steroid prep¬ 
arations are in tablet, capsule, suspen¬ 
sion, or powder form suitable for oral 
administration. 

C. Labeling conditions. 1. The label 
bears the statement. "Caution: Federal 
law prohibits dispensing without pre¬ 
scription." 

2. The drug is labeled to comply with 
all requirements of the Act and regula¬ 
tions promulgated thereunder and those 
parts of its labeling indicated below are 
substantially as follows: (Optional addi¬ 
tional information, applicable to the 
drug, may be proposed under other 
appropriate paragraph headings and 
should follow the information set forth 
below*.) 


Oral Glucocorticoids 
description 

Glucocorticoids arc adrenocortical steroids, 
both naturally occurring and synthetic, 
which are readily absorbed from the gastro¬ 
intestinal tract. (Other descriptive Informa¬ 
tion to be included by the manufacturer or 
distributor should be confined to an appro¬ 
priate description of the physical and chem¬ 
ical properties of the drug and the 
formulation.) 

ACTIONS 

Naturally occurring glucocorticoids (hydro¬ 
cortisone and cortisone), which also have 
salt-retaining properties, are used aa re¬ 
placement thempy In adrenocortical defi¬ 
ciency states. Their synthetic analogs are 
primarily used for their potent anti-tnflam- 
m a lory effects In disorders of many organ 
systems. 

Glucocorticoids cause profound and varied 
metabolic effects. In addition, they modify 
The body’s immune responses to dlveroe 
stimuli. 

INDICATIONS 

1. Endocrine Disorders: 

Primary or secondary adrenocortical in¬ 
sufficiency (hydrocortisone or cortisone Is the 
first choice: synthetic analogs may be used 
in conjunction with mineral ocortlcolds 
where applicable: In infancy mineralocortl- 
cold supplementation Is of particular 
Importance). 

Congenital adrenal hyperplasia. 

Nonsuppurative thyroiditis. 

Hypercalcemia associated with cancer. 

2 Rheumatic Disorders: 

As adjunctive therapy for short-term ad¬ 
ministration (to tide the patient over an 
acute episode or exacerbation) In Psoriatic 
arthritis. 

Rheumatoid arthritis (selected cases may 
require low-dose maintenance therapy). 

Ankylosing spondylitis. 

Acute and subacute bursitis. 

Acute nonspecific tenosynovitis. 

Acute gouty arthritis. 

3. Collagen Diseases: 

During an exacerbation or as maintenance 
therapy In selected coses of— 

Systemic lupus erythematosus. 

Acute rheumatic carditis. 

4. Dermatologic Diseases: 

Pemphigus. 

Bullous dermatitis herpetiformis. 

Severe erythema multiform© (Stevens- 
Johnson syndrome). 

Exfoliative dermatitis. 

Mycosis fungoldes. 

Severs psorloais. 

6. Allergic 8tstes: 

Control of severe or Incapacitating allergic 
conditions Intractable to adequate trials of 
conventional treatment: 

Seasonal or perennial allergic rhinitis. 

Bronchial asthma. 

Contact dermatitis. 

Atopic dermatitis. 

Serum sickness. 

Angloedema. 

Urticaria. 

0. Ophthalmic Diseases: 

Severe scute and chronic allergic and In¬ 
flammatory processes Involving the eye and 
Ua adnexa such as— 

Allergic conjunctivitis. 

Keratitis. 

Allergic corneal marginal ulcers. 

Herpes zoster ophthalmicus, 

IrlUs and iridocyclitis. 

Charter© Unitls. 

Anterior segment Inflammation. 

Diffuse posterior uveitis and choroiditis. 

Optic neuritis. 

Sympathetic ophthalmia. 

7. Respiratory Diseases: 
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Symptomatic sarcoid o«U. 

I/acMci’* syndrome not manageable by 
other means. 

Berylliosis. 

Fulminating or disseminated pulmonary 
tuberculosis when concurrently accom¬ 
panied by appropriate antituberculous 
chemotherapy. 

Pulmonary emphysema where broncho- 
spasm or bronchial edema plays s significant 
role. 

Diffuse interstitial pulmonary fibrosis 
(Hamman-Rlch syndrome>. 

8 Hematologic Disorders: 

Idiopathic and secondary thrombocyto¬ 
penia In adults. 

Acquired <autoimmune) hemolytic anemia. 

Erythroblastopenta (RBC anemia). 

Congenital (erythrold) hypoplastic anemia. 

0. Neoplastic Diseases: 

For palliative management of: 

Leukemias and lymphomas in adults. 

Acute leukemia of childhood. 

10. Edematous States: 

To induce a diuresis or remission of pro¬ 
teinuria In the nephrotic syndrome, without 
uremia, of the idiopathic type or that due 
to lupus erythematosus 

In conjunction with diuretic agents, to in¬ 
duce a diuresis in: 

Cirrhosis of the Uver with refractory 
ascites. 

Refractory congestive heart failure. 

11. Gastrointestinal Diseases: 

To tide the patient over a critical period of 
the disease In: 

Ulcerative colitis. 

Regional enteritis. 

Intractable sprue 

12. Miscellaneous: 

Tuberculous meningitis with subarach¬ 
noid block or impending block when con¬ 
currently accompanied by appropriate anti¬ 
tuberculous chemotherapy 

Dental postoperative inflammatory reac¬ 
tions. 

13. In addition to the above Indications: 

(a) The drug preparations containing 
dexamethsaone are indicated for: 

Diagnostic testing of adrenocortical hyper- 
function. 

(b) The drug preparations containing 
cortisone, hydrocortisone, prednisone, pred¬ 
nisolone. or methylprcdnlsolone ore Indi¬ 
cated for: 

8ystemlc derma tom yosltls (potymyoaltls). 

CONTRAINDICATIONS 

Systemic fungal infections. 

WARNINGS 

In patients on corticosteroid therapy sub¬ 
jected Vo unusual stress. Increased dosage of 
rapidly acting corticosteroids before, during, 
and after the stressful situation la Indicated. 

Corticosteroids may mask some signs of 
infection, and new infections may appear 
during their use There may be decreased 
resistance and inability to localise Infection 
when corticosteroids are used. 

Prolonged use of corticosteroids may pro¬ 
duce posterior subcapsulor cataracts, glau¬ 
coma with possible damage to the optic 
nerves, and may enhance the establishment 
of secondary ocular infections due to fungi 
or viruses. 

Usage In pregnancy: Since adequate 
human reproduction studies have not been 
done with corticosteroids, the use of these 
drugs in pregnancy, nursing mothers or 
women of childbearing potential requires 
that the possible beuefiU of the drug be 
weighed against the potential hazards to the 
mother and embryo or fetus. Infants born 
of mothers who have received substantial 
doses of corticosteroids during pregnancy, 
should be carefully observed for signs of 
hypoodrenailam. 

Average and Urge doses of hydrocortisone 
or cortisone can cause elevation of blood 


pressure, salt and water retention, and In¬ 
creased excretion of potassium. These effects 
are less likely to occur with the synthetic 
derivatives except when used In large doses. 
Dietary salt restriction and potassium sup¬ 
plementation may be necessary. All corticos¬ 
teroids Increase calcium excretion. 

While on Corticosteroid Therapy Patients 
Should Not Be Vaccinated Against Smallpox. 
Other Immunization Procedures Should Not 
Be Undertaken in Patients Who are on Corti¬ 
costeroids. Especially on High Dose, Because 
of Possible Hazards of Neurological Compli¬ 
cations and a Lack of Antibody Response. 

The use of (Insert name of drug) In active 
tuberculosis should be restricted to those 
cases of fulminating or disseminated tuber¬ 
culosis in which the corticosteroid Is used for 
the management of the disease In conjunc¬ 
tion with an appropriate antituberculous 
regimen. 

If corticosteroids ore Indicated In patients 
with latent tuberculosis or tuberculin re¬ 
activity, close observation is necessary as 
reactivation of the disease may occur. During 
prolonged corticosteroid therapy, these pa¬ 
tients should receive chemoprophylaxis. 

FRXCAUTTON* 

Drug-Induced secondary adrenocortical in¬ 
sufficiency may be minimized by gradual 
reduction of dosage. This type of relative 
insufficiency may persist for months after 
discontinuation of therapy; therefore. In any 
situation of stress occurring during that pe¬ 
riod. hormone therapy should be relnstltuted. 
Since mlneralocortlcold secretion may be Im¬ 
paired. salt and/or a mlneralocortlcold 
should be administered concurrently. 

There Is an enhanced effect of corticoster¬ 
oids on patients with hypothyroidism and 
In those with cirrhosis. 

Corticosteroids should be used cautiously 
In patients with ocular herpes simplex be¬ 
cause of possible corneal perforation. 

The lowest possible dose of corticosteroid 
should be used to control the condition 
under treatment, and when reduction in dos¬ 
age Is possible, the reduction should be 
gradual. 

Psychic derangements may appear when 
corticosteroids are used, ranging from eu¬ 
phoria. insomnia, mood swings, personality 
changes, and severe depression, to frank psy¬ 
chotic manifestations. Also, existing emo¬ 
tional instability or psychotic tendencies may 
be aggravated by corticosteroids 

Aspirin should be used cautiously In con¬ 
junction with corticosteroids in hypopro- 
thrombmcmlo. 

Steroids should be used with caution In 
nonspecific ulcerative colitis. If there Is a 
probability of Impending perforation, abscess 
or other pyogenic Infection; diverticulitis; 
fresh Intestinal anastomoses; active or latent 
peptic ulcer; renal Insufficiency; hyperten¬ 
sion; osteoporosis; and myasthenia gravis. 

Growth and development of Infants and 
children on prolonged corticosteroid therapy 
should be carefully observed. 

advcojcc reactions 

Fluid and Electrolyte Disturbances. 

Sodium retention. 

Fluid retention. 

Congestive heart failure in susceptible pa¬ 
tients. 

Potassium loss. 

Hypokalemic alkalosis. 

Hypertension 

Musculoskeletal. 

Muscle weakness. 

Steroid myopathy. 

Loss of muscle mass. 

Osteoporosis. 

Vertebral compression fractures. 

Aseptic necrosis of femoral and humeral 
heads. 

Pathologic fracture of long bones. 


Gaafroin/esftnaf. 

Peptic ulcer with possible perforation and 
hemorrhage. 

Pancreatitis. 

Abdominal distention. 

Ulcerative esophagitis. 

Dermatologic. 

Impaired wound healing. 

Thin fragile skin 
P-teehiae and ecchymoses. 

Facial erythema. 

Increased sweating. 

May suppress reactions to akin tests. 
Neurological, 

Convulsions. 

Increased intracranial pressure with pap¬ 
illedema (pseudo-tumor cerebri) usu¬ 
ally after treatment. 

Vertigo. 

Headache. 

Endocrine. 

Menstrual Irregularities. 

Development of Cushingoid state. 
Suppression of growth In children 
Secondary adrenocortical and pituitary un- 
retiponslvencss, particularly in times of 
•tress, as in trauma, surgery or Illness. 
Decreased carbohydrate tolerance. 
Manifestations of latent diabetes mellitus. 
Increased requirements for Insulin or oral 
hypoglycemic agents In diabetics. 
Ophthalmic. 

Posterior suboapsular cataracts 
Increased Intraocular pressure. 

Glaucoma. 

Exophthalmos. 

Metabolic. 

Negative nitrogen balance due to protein 
catabolism. 


DOSAGE AND ADMINISTRATION 


This section should enumerate the general 
principles governing administration. 

1. Dosage should be Individualized accord¬ 
ing to the severity of the disease and the 
response of the patient. For Infanta and 
children, the recommended dosage should he 
governed by the same considerations rather 
than by strict adherence to the ratio indi¬ 
cated by age or body weight. 

2. Hormone therapy U an adjunct to. and 
not a replacement for. conventional therapy 

3. Dowige should be decreased or discon¬ 
tinued gradually when the drug has been 
administered for more than a few days 

4. The acverlty, prognosis and expected 
duration of the disease and the reaction of 
the patient to medication ore primary fac¬ 
tors In determining dosage. 

5. If a period of spontaneous remission 
occurs in a chronic condition, treatment 
should be discontinued. 

0. Blood pressure, body weight, routine 
laboratory studies, Including 2-hour post¬ 
prandial blood glucose and serum potassium, 
and a chest X-ray should be obtained at reg¬ 
ular intervals during prolonged therapy up¬ 
per GI X-rays are desirable in patients with 
known or suspected peptic ulcer disease 

Specific Dosage Reoommrndaftoft The 
range of dosage for each Indicated use or 
the drug Is to be supplied by tne 
manufacturer. 


D. indications permitted during ex¬ 
tended period for obtaining substantia* 
evidence. 1. Those Indications tor which 
[i drug U described In paragraph U* 
above as probably effective are included 
In the labeling conditions in paragraph 
II.C and may continue to be used tor 
12 months following the date of tm 
publication to allow additional Urn 
within which holders of previously ap¬ 
proved applications or persons ~ 

ing the drug without approval WO 
tain and submit to the Pood VdA ”* 
Administration data to provide substan 

Hal ariH.ni'a of pffOCtlVCnCSS. 
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2. Those Indications lor which a drug 
is described in paragraph II.A above as 
possibly effective (not included in the 
labeling conditions in paragraph n.C 
may continue to be used for 6 months 
following the date of this publication 
to allow additional time within which 
holders of previously approved applica¬ 
tions or persons marketing the drug 
without approval may obtain and submit 
to the Pood and Drug Administration 
data to provide substantial evidence of 
effectiveness. 

3. To be acceptable for consideration 
in support of the effectiveness of a drug, 
any such data must be previously unsub- 
mitted, well organized, and include data 
from adequate and well controlled clin¬ 
ical investigations < identified for ready 
review) as described in 5 130.12(a) (5) of 
the regulations published as a final order 
in the Federal Register of May 8, 1970 
<35 F.R, 7250). Carefully conducted and 
documented clinical studies obtained 
under uncontrolled or partially con¬ 
trolled situations are not acceptable as 
a sole basis for the approval of claims of 
effectiveness, but such studies may be 
considered on their merits for corrobora¬ 
tive support of efficacy and evidence of 
safety. 

E. Marketing status. Marketing of the 
drugs may continue under the conditions 
described in paragraphs II. F and G of 
this announcement except that those in¬ 
dications referenced in paragraph II.D 
may continue to be used as described 
herein. 

F. Previously approved applications. 

1. Each holder of a “deemed approved" 
new drug application <i.e. t an application 
which became effective on the basis of 
safety prior to Oct. 10, 1962) for such 
drug is requested to seek approval of the 
claims of effectiveness and bring the ap¬ 
plication into conformance by submitting 
supplements containing: 

a. Revised labeling as needed to con¬ 
form to the labeling conditions described 
herein for the drug and complete current 
container labeling, unless recently sub¬ 
mitted. 

b. Adequate data to assure the biologic 
availability of the drug in the formula¬ 
tion which is marketed. If such data are 
already included in the application, spe¬ 
cific reference thereto may be made. 

c Updating information as needed to 
make the application current in regard 
to items 6 (components). 7 (composi¬ 
tion*. and 8 < methods, facilities, and con¬ 
trols) of the new drug application form 
FD-356H to the extent described for 
abbreviated new drug applications. 
I 130.4(f). published in the Federal Reg¬ 
ister April 24, 1870 <35 F.R. 6574). <One 
supplement may contain all the informa¬ 
tion described in this paragraph.) 

2. Such supplements should be sub¬ 
mitted within the following periods after 
the date of publication of this notice in 
the Federal Register: 

* 60 days for revised labeling. The 
supplement should be submitted under 
the provisions of § 130.9 <d) and (e) of 
uie new drug regulations <21 CFR 130.9) 
hp*rmlt certain changes to be put 

lo e “ c ^t at the earliest possible time. 


b. 180 days for biologic availability 
data. 

c. 60 days for updating information. 

3. Marketing of the drug may continue 
until the supplemental applications sub¬ 
mitted in accord with the preceding sub- 
paragraphs 1 and 2 arc acted upon, pro¬ 
vided that within 60 days after the date 
of this publication, the labeling of the 
preparation shipped within the juris¬ 
diction of the Act is in accord with the 
labeling conditions described in this an¬ 
nouncement. (It may continue to include 
the indications referenced in paragraph 
II D for the period stated .) 

O. New applications . 1. Any other per¬ 
son who distributes or intends to distrib¬ 
ute such drug which is intended for the 
conditions of use for which It has been 
shown to be effective, as described under 
n.A above, should submit an abbreviated 
new drug application meeting the condi¬ 
tions specified in I 130.4(f) (1). (2). and 
(3). published in the Federal Register 
of April 24. 1970 (35 F.R. 6574). Such 
applications should include proposed la¬ 
beling which Is in accord with the label¬ 
ing conditions described herein and ade¬ 
quate data to assure the biologic avail¬ 
ability of the drug in the formulation 
which is marketed or proposed for mar¬ 
keting. 

2. Distribution of any such prepara¬ 
tion currently on the market without an 
approved new drug application may be 
continued provided that: 

a. Within 60 days from the date of 
publication of this announcement in the 
Federal Register, the labeling of such 
preparation shipped within the jurisdic¬ 
tion of the Act is in accord with the label¬ 
ing conditions described herein. <It may 
continue to include the indications ref¬ 
erenced in paragraph II-D for the period 
stated.) 

b. The manufacturer, packer, or dis¬ 
tributor of such drug submits, within 
180 days from the date of this publica¬ 
tion. a new-drug application to the Food 
and Drug Administration. 

c. The applicant submits within a rea¬ 
sonable time additional information that 
may be required for the approval of the 
application as specified in a written com¬ 
munication from the Food and Drug 
Administration. 

d. The application has not been ruled 
incomplete or unapprovable. 

H. Exemption from periodic reporting. 
The periodic reporting requirements of 
55 130.35(e) and 130.13(b)(4) are waived 
in regard to applications approved for 
these drugs solely for the conditions of 
use for which the drugs ore regarded as 
effective as described herein. 

I. Opportunity for a hearing. 1. The 
Commissioner of Food and Drugs pro¬ 
poses to Issue an order under the provi¬ 
sions of section 505<e) of the Federal 
Food. Drug, and Cosmetic Act withdraw¬ 
ing approval of all new-drug applications 
and all amendments and supplements 
thereto providing for the indications for 
which substantial evidence of effective¬ 
ness is lacking as referred to in paragraph 
II.A.3 of this announcement. An order 
withdrawing approval of the applications 
will not issue if such applications are 


supplemented, in accord with this no¬ 
tice. to delete such indications. Promul¬ 
gation of the proposed order would cause 
any drug for human use containing the 
same components and offered for the in¬ 
dications for which substantial evidence 
of effectiveness is lacking, to be a new 
drug for which an approved new-drug 
application is not in effect. Any such drug 
then on the market would be subject to 
regulatory proceedings. 

2. In accord with the provisions of sec¬ 
tion 505 of the Act (21 U.S.C. 355) and 
the regulations promulgated thereunder 
<21 CFR Part 130), the Commissioner 
will give the holders of any such appli¬ 
cations. and any interested person who 
would be adversely affected by such an 
order, an opportunity for a hearing to 
show why such indications should not be 
deleted from labeling. A request for a 
hearing must be filed within 30 days 
after the date of publication of this 
notice in the Federal Register. A request 
for a hearing may not rest upon mere 
allegations or denials but must set forth 
specific facts showing that there is a 
genuine and substantial issue of fact that 
requires a hearing, together with a well 
organized and full factual analysis of 
the clinical and other investigational 
data the objector is prepared to prove in 
a hearing. Any data submitted in re¬ 
sponse to this notice must be previously 
unsubmitted and Include data from ade¬ 
quate and well controlled clinical inves¬ 
tigations (identified for ready review) as 
described in 5 130.12(a)(5) of the regu¬ 
lations published in the Federal Register 
of May 8, 1970 <35 FJfc. 7250). Carefully 
conducted and documented clinical stud¬ 
ies obtained under uncontrolled or par¬ 
tially controlled situations are not ac¬ 
ceptable as a sole basis for approval of 
claims of effectiveness, but such studies 
may be considered on their merits for 
corroborative support of efficacy and evi¬ 
dence of safety. If a hearing is requested 
and is justified by the response to this 
notice, the issues will be defined, a hear¬ 
ing examiner will be named, and he shall 
issue a written notice of the time and 
place at which the hearing will com¬ 
mence. 

J. Unapproved use or form of drug. 
1. If the article is labeled or advertised 
for use in any condition other than those 
provided for in this announcement, it 
may be regarded as an unapproved new 
drug subject to regulatory proceedings 
until suclurecommended use Is approved 
In a new drug application, or is otherwise 
in accord with this announcement. 

2. If the article is proposed for mar¬ 
keting in another form or for a use other 
than the use provided for in this an¬ 
nouncement. appropriate additional in¬ 
formation as described in 5 130.4 or 
fi 130.9 of the regulations (21 CFR 130.4, 
130.9) may be required. Including re¬ 
sults of animal and clinical tests in¬ 
tended to show whether the drug is safe 
and effective. 

Representatives of the Administration 
are willing to meet with any interested 
person who desires to have a conference 
concerning proposed changes In the 
labeling set forth herein. Requests for 
such meetings should be made to the 
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Office of Scientific Evaluation (BD-100), 
at the address given below, within 30 
days after the publication of this notice 
in the Federal Register. 

III. Sustained Release Dosage Form or 

MjmiYLPflEDWLSOLOTfE 

A. Effectiveness classification. 1. The 
Food and Drug Administration has re¬ 
viewed the Academy report, as well as 
other evidence, and concludes that in 
sustained release form, methylpredniso- 
lone is possibly effective for the indica¬ 
tions for which the conventional dotage 
form is described above as effective, 
probably effective and possibly effective. 

2. The sustained release form is re¬ 
garded as lacking substantial evidence 
of effectiveness for those indications for 
which the conventional form Is described 
above as lacking substantial evidence of 
effectiveness. 

B. Marketing status. 1. Within 60 days 
of the date of publication of this an¬ 
nouncement in the Federal Register, the 
holder of any previously approved new- 
drug application for a drug described in 
paragraph III.A above Is requested to 
submit a supplement to hIs application 
to provide for revised labeling, ns needed, 
which deletes those indications for which 
cuch drug has been classified as lacking 
substantial evidence of effectiveness. 
Such supplement should be submitted 
under the provisions of 4 130.9 <d> and 
<e> of the new-drug regulations (21 CFR 
130.9 <d> and <e) >. which permit certain 
changes to be put into effect at the 
earliest possible time, and the revised 
labeling should be put into use within the 
60-day period. Failure to do so mav result 
in a proposal to withdraw approval of the 
new-drug application. 

2. If any such preparation is on the 
market without an approved new-drug 
application, its labeling should be revised 
it it includes those claims for which sub¬ 
stantial evidence of effectiveness is lack¬ 
ing as described in paragraph HJ.A.2 
above. Failure to delete such indications 
and put the revised labeling into use 
within 60 days after the date of publica¬ 
tion hereof in the Federal Register may 
cause the drug to be subject to regula¬ 
tory proceedings. 

3. Holders of previously approved new - 
drug applications for ony drug described 
in paragraph m.A of this announcement 
and any person marketing such drug 
without approval will be allowed 6 
months from the date of publication of 
this announcement in the Federal 
Recister to obtain and submit in a sup¬ 
plemental or original new-drug applica¬ 
tion data to provide substantial evidence 
of effectiveness for those indication for 
which the drug te regarded as possibly 
effective. To be acceptable for considera¬ 
tion in support of the effectiveness of a 
drug, any such data must be previously 
unsubmltted. well organized, and Include 
data from adequate and wtJI -controlled 
clinical investigations (identified for 
ready review) as described in $ 130.12(a) 
(5> of the regulations published as a 
final order in the Federal Register of 
May 8. 1970 (35 Fit, 7250). Carefully 
conducted and documented clinical 
studies obtained under uncontrolled or 
partially controlled situations are not 


acceptable as a sole basis for the 
approval of claims of effectiveness, but 
such studies may be considered on their 
merits for corroborative support of 
efficacy and evidence of safety. 

4. At the end of the 6-month period, 
any such data will be evaluated to deter¬ 
mine whether there is substantial evi¬ 
dence of the effectiveness of the drug for 
such uses. After that evaluation, the con¬ 
clusions concerning the drug will be 
published in the Federal Register. If no 
studies have been undertaken or if the 
studies do not provide substantial evi¬ 
dence of effectiveness, procedures will be 
initiated to withdraw' approval of the 
new-drug applications for this drug pur¬ 
suant to the provisions of section 505(e) 
of the Federal Food, Drug, and Cosmetic 
Act (21 U.S.C. 355< e >). Withdrawal of 
approval of the applications will cause 
any such drug on the market to be a 
new drug for which an approval is not 
in effect. 

A copy of the NAS-NRC report has 
been furnished to each firm referred to 
above. Any other interested person may 
obtain a copy by request to the Press 
Relations Office (CE-200), Food and 
Drug Administration, 200 C Street SW.. 
Washington. D.C. 20204. 

Communications forwarded in re¬ 
sponse to this announcement should be 
identified with the reference number 
DESI 7750 and be directed to the atten¬ 
tion of the appropriate office listed below 
and addressed to the Food and Drug Ad¬ 
ministration. 5600 Fishers Lane. Rock¬ 
ville, Md. 20852: 

Supplement* (identify with NBA number): 
Office of Scientific Evaluation (BD-100), 
Bureau of Drug*. 

Original abbreviated new-drug application* 
(identify as such): Drug Efficacy Study 
Implementation Project Office (BD-6), Bu¬ 
reau of Drug*. 

Request for Hearing (Identify with Docket 
number): Hearing Clerk, Office of General 
Counsel (OC-l), Room 6-62. Parklawn 
Building. 

All other communications regarding this an¬ 
nouncement: Drug Emcacy Study Imple¬ 
mentation Project Oflice (BD-5). Bureau 
of Drug*. 

This notice is issued pursuant to pro¬ 
visions of the Federal Food, Drug, and 
Cosmetic Act (secs. 502. 505, 52 Stat. 
1050-53. as amended; 21 U.S.C. 352, 355) 
and under authority delegated to the 
Commissioner of Food and Drugs (21 
CFR 2.120). 

Dated: September 28. 1970, 

Sam D. Fine, 
Associate Commissioner 
for Compliance . 


Research Council, Drug Efficacy 8tudy 
Group, on the following drugs: 

1. Mcrcaptopurine. marketed as Pu¬ 
rine thol tablets, by Burroughs Wellcome 
and Co.. 1 Scarsdale Rond. Tuckahoe, 
N.Y. 10707 (NDA 9-053). 

2. Methotrexate, marketed as Metho¬ 
trexate tablets, by Lederle Laboratories 
Division. American Cyannmld Co., Pearl 
River, N.Y. 10965 (NDA 8-085). 

3. Methotrexate sodium, marketed as 
Methotrexate Sodium Parenteral, by 
Lederle Laboratories (NDA 11-719). 

4. Fluorouracil. marketed as Fluorou- 
racil Injection, by Hoffmann-LaRoche, 
Inc., 340 Kingsland Avenue, Nuticy. N J. 
07710 (NDA 12-200). 

Such drugs arc regarded as new drugs 
(21 UwS.C. 321 (p>). Supplemental new 
drug applications are required to revi:e 
the labeling in and to update previously 
approved applications providing for su:h 
drugs. A new drug application is re¬ 
quired from any person marketing such 
drug without approval. 

A. Effectiveness classification . The 
Food and Drug Administration has con¬ 
sidered the Academy reports, as well as 
other available evidence, and concludes 
that: 

1. Mercaptopurlne. methotrexate, 
methotrexate sodium, and Quorouracl 
are effective for the indications desclrbed 
in the labeling guidelines given below. 

2. Methotrexate and methotrexate 
sodium are possibly effective for the 
claim for treatment of some inoperable 
tumors of the head. neck, and pelvis. 

B. Conditions for approval and mar¬ 
keting. The Food and Drug Administra¬ 
tion is prepared to approve new drug ap¬ 
plications and supplements to previously 
approved new drug applications under 
conditions described herein. 

1. Form of drug. a. Mercaptopurine 
and methotrexate preparations are in a 
form suitable for oral administration 

b. Methotrexate sodium and fluor¬ 
ouracil preparations are in a form suit¬ 
able for parenteral administration. 

2. Labeling conditions, a. The label 
bears the statement. '‘Caution: Federal 
law prohibits dispensing without 
prescription." 

b. The drug is labeled to comply with 
all requirements of the Act and regula¬ 
tions. The labeling bears adequate infor¬ 
mation for safe and effective use of the 
drug and is In accord with the guidelines 
for uniform labeling published in the 
Federal Register of February 0. 19(0. 
The "Indications" section is as follows; 
(LabeHng guidelines are available from 
the Administration on request.) 

For Mcrcaptopurine. 


[PJEL. Doc . 70-14114: Filed, Oct. 20, 1970; 
8:45 AJn.| 


|DE-SI 6086] 

MERCAPTOPURINE; METHOTREXATE; 
METHOTREXATE SODIUM; AND 
FLUOROURACIL 

Drugs for Human Use; Drug Efficacy 
Study Implementation 

The Food and Drug Administration 
has evaluated reports received from the 
National Academy of Sclences-National 


INDICATIONS 


l. Acute lymphocytic (item-cell) tukemia 
e rate of complete remissions Incre**** 
preciably when inercaptopurlne U com- 
d with eterotdi. Given during remiflslon. 
*rcaptopurlne U effective In prolonging 'ne 

rnton of the remission. __ 

I, Acute myelocytic and myelomonocytic 
tkemia. 

1. Chronic myelocytic leukemia: Mcr- 
iiopurtue Is highly .Beottve in pstionU l» 
t early stable phase of thl* disease. B u 


For Methotrexate and Methotrexate 
Sodium. 
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INDICATIONS 

Methotrexate U Indicated primarily for the 
treatment of gestational choriocarcinoma, tn 
patients with chorioadenoma destruens and 
hydatldiform mole. 

Methotrexate may be used for the pallia¬ 
tion of acute and subacute lymphocytic and 
meningeal leukemia. Greatest effect baa been 
observed In palliation of acute lymphoblastic 
I stem-cell ) leukemias. The percentage of 
complete remission U improved by the con¬ 
comitant administration of steroids. 

Methotrexate la also effective in the treat¬ 
ment of the advanced stages (III and IV. 
Peters Staging System) or lymphoiuircocna. 
particularly In those cases in children, and 
in advanced cases of mycosis fungoidea. 

For Fluor ouracil. 


INDICATIONS 

Fluorouracil is recommended for the palli¬ 
ative management of carcinoma of the breast, 
colon or rectum, stomach, and pancreas in 
carefully selected patlenu who are considered 
incurable by surgery or other means. 

3. Marketing status. Marketing of such 
drugs may be continued under the condi¬ 
tions described In the notice entitled 
Conditions for Marketing New Drugs 
Evaluated in Drug Efficacy Study pub¬ 
lished in the Federal Register July 14, 
1970 (35 F.R. 11273). as follows: 

a. New Drug applications — Mercap - 
topurine. L For holders of "deemed 
approved" new drug applications (Le. # 
an application which became effective on 
the basis of safety prior to Oct. 10. 1962). 
the submission of a supplement for re¬ 
vised labeling and a supplement for up¬ 
dating information as described In 
paragraphs (a)(1) <i> and Oil) of the 
notice of July 14. 1970. 

ii. For any person who does not hold 
an approved or effective new drug ap¬ 
plication. the submission of a full new 
drug application as described in para¬ 
graph (a) (3) (iU) of that notice. 

Methotrexate: Methotrexate Sodium. 

1. For holders of "deemed approved" new 
appllca ^ ons an application 
which became effective on the basis of 
safety prior to Oct. 10. 1962). the sub¬ 
mission of a supplement for revised la- 
J*hng. a supplement for updating in¬ 
formation, and adequate data to assure 
the biologic availability of the drug 
m the formulation which is marketed, 
m described In paragraphs (a)(1) (i>. 

1970 ^ (lU> 01 thC notlc * ot July 14 * 
IL For any person who does not hold 
approved or effective new drug ap¬ 
plication, the submission of a full new 
► ap £ lication . including adequate 
6l ? 0w Uie bi °Io«ic availability of 
k i n ??5 * ormu J a tlon which is or 

i tended to be marketed, as described 
In paragraph <*><3><iii>. 

nnnr^. raca - L Por hoWcre <>» "deemed 
»DDiir.M new dru * applications <l.e.. an 
the w l U f h iconic effective on 

the srn»m? r prtor 10 001 10 - m2) • 

vtsedlahrtw" ° f a * u W >Icmcn t for «- 
tnTinV^i 5- a for updat- 

and adequate data to 
drui^n^L 6 . 0 0810 avadabllity of the 
keu>d o. 1 !?® f ®™ulation which U mar- 
<l> <m <tesc ^ be d In paragraphs (a)(1) 

July H i wo d <1U> ° f notlce of 


tL For any person who does not hold 
an approved or effective new drug ap¬ 
plication, the submission of a full new 
drug application as described in para¬ 
graph (a) (3) (ill) of that notice; how¬ 
ever. the clinical data may be biologic 
availability datA. 

b. For any distributor of these drugs, 
the use of labeling in accord with this 
announcement for any such drug 
shipped within the jurisdiction of the 
Act as described in paragraph (b) of 
that notice. 

c. For indications for which the drug 
has been classified as possibly effective 
(not included in the Indications section 
above), continued u r e as described in 
(d>, (e), and (f) of that notice. 

A copy of the NAS-NRC report has 
been furnished to each firm referred to 
above. Any other interested person may 
obtain a copy by request to the Food 
and Drug Administration. Press Rela¬ 
tions Office (CE-200), 200 C Street 6W\, 
Washington. D.C. 20204. 

Communications forwarded in re¬ 
sponse to this announcement should be 
identified with the reference number 
DESI 8085 and be directed to the atten¬ 
tion of the appropriate office listed be¬ 
low and addressed to the Food and Drug 
Administration. 5600 Fishers Lane, 
Rockville. Md. 20852: 

Supplement* (identify with NDA number) : 
Office of Scientific Evaluation (00-100), 
Bureau of Drug*. 

Original new drug applications: Office of 
Scientific Evaluation (B20-100), Bureau of 
Drug*. 

All other communications regarding this an¬ 
nouncement : Drug Efficacy Study Imple¬ 
mentation Project Office (BD-5), Bureau 
of Drug*. 

This notice Is issued pursuant to pro¬ 
visions of the Federal Food, Drug, and 
Cosmetic Act (secs. 502. 505, 52 Stat. 
1050-53, as amended; 21 UBC. 352. 355) 
and under authority delegated to the 
Commissioner of Food and Drugs (21 
CFR 2.120). 

Dated: September 30. 1970. 

Sam D. Fine. 

Associate Commissioner 
for Compliance. 

(PJL Doc. 70-14115; FUed. Oct. 20, 1970; 

8:45 a.m.| 


(DESI 50701 

NAPHAZOLINE HYDROCHLORIDE 

Drugs for Human Use; Drug Efficacy 
Study Implementation 

The Food and Drug Administration 
has evaluated a report received from the 
National Academy of Sciences-National 
Research Council, Drug Efficacy Study 
Group, on the following topical ocular 
vasoconstrictor: 

Privine Hydrochloride Ophthalmic So¬ 
lution containing naphazoline hydro¬ 
chloride; Ciba Pharmaceutical Co.. 556 
Morris Ave., 8ummit, N.J. 07901 'NDA 
5-070). 

The drug is regarded as a new drug 
(21 U.8.C. 321 (p)). Supplemental new 
drug applications are required to revise 


the labeling in and to update previously 
approved applications providing for such 
drug. A new drug application is required 
from any person marketing such drug 
without approval. 

The Food ana Drug Administration is 
prepared to approve new drug applica¬ 
tions and supplements to previously ap¬ 
proved new drug applications und' r 
conditions described in this announce¬ 
ment. 

A. Effectiveness classification. The 
Food and Drpg Administration has con¬ 
sidered the Academy report, as well as 
other available evidence, and concludes 
that: 

1. This drug is effective as a topical 
ocular vasoconstrictor. 

2. The drug is probably effective when 
utilized In place of epinephrine as a 
hemostatic agent during ocular surgery. 

3. Naphazoline hydrochloride is pos¬ 
sibly effective for relief of such symp¬ 
toms as photophobia, blepharospasm, 
lacrimation. smarting and itching. 

B. Form of drug. Naphazoline hydro¬ 
chloride preparations are in sterile, iso¬ 
tonic solution form suitable for ophthal¬ 
mic administration. 

C. Labeling conditions. 1 . The label 
bears the statement. "Caution: Federal 
law prohibits dispensing without pre¬ 
scription" and a statement that the 
product is sterile. 

2. The drug is labeled to comply with 
all requirements of the Act and regula¬ 
tions. Its labeling bears adequate infor¬ 
mation for safe and effective use of the 
drug and is in accord with the guidelines 
for uniform labeling published in the 
Federal Register of February 6. 1970. 
The •'Indications" section is as follows: 

INDICATIONS 

For use ** * topical ocular vasoconstrictor. 

May bs utilized In place of epinephrine as 
a hemostatic agent during ocular surgery. 

D. Indications permitted during ex¬ 
tended period for obtaining substantial 
evidence. Those Indications for which the 
drug is described in paragraph A.2. above 
as probably effective are included In the 
labeling conditions in paragraph C and 
may continue to be used for 12 months 
following the date of this publication to 
allow additional time within which hold¬ 
ers of previously approved applications 
or persons marketing the drug without 
approval may obtain and submit to the 
Food and Drug Administration data to 
provide substantial evidence of effective¬ 
ness. 

Those Indications for which the drug 
is described in paragraph A.3. above as 
possibly effective (not Included in the 
labeling conditions in paragraph C> may 
continue to be used for 6 months follow¬ 
ing the date of this publication to allow 
additional time within which holders of 
previously approved applications or per¬ 
sons marketing the drug without ap¬ 
proval may obtain and submit to the 
Food and Drug Administration data to 
provide substantial evidence of effective¬ 
ness. 

To be acceptable for consideration In 
support of the effectiveness of a drug, 
any such data must be previously un- 
submltted, well organized, and include 
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data from adequate and well controlled 
clinical investigations (identified for 
ready review) as described In $ 130.12(a) 
(5) of the regulations published as a 
final order in the Federal Register of 
May 8, 1970 (F.R, 7250). Carefully con¬ 
ducted and documented clinical studies 
obtained under uncontrolled or partially 
controlled situations arc not acceptable 
as a sole basis for the approval of claims 
of effectiveness, but such studies may be 
considered on their merits for corrob¬ 
orative support of efficacy r.nd evidence 
of safety. 

E. Previously approved applications . 

1. Each holder of a “deemed approved” 
new drug application (i.e., an application 
which became effective on the basis of 
safety prior to October 10.1962 > for such 
drug is requested to seek approval of the 
claims of effectiveness and bring the ap¬ 
plication into conformance by submitting 
supplements containing: 

a. Revised labeling as needed to con¬ 
form to the labeling conditions described 
herein for the drug and complete cur¬ 
rent container labeling, unless recently 
submitted. 

b. Updating Information as needed to 
make the application current in regard 
Vo items 6 (components), 7 (composi¬ 
tion). and 8 (methods, facilities, and 
controls) of the new drug application 
form FD-356H to the extent described 
for abbreviated new drug applications. 

9 130.4(f). published in the Federal 
Register of April 24. 1970 (35 F.R. 6574 >. 
(One supplement may contain all the 
information described in this para¬ 
graph.) 

2. Such supplements should be submit¬ 
ted within the following time periods 
after the date of publication of this 
notice in the Federal Register: 

a. 60 days for revised labeling. The 
supplement should be submitted under 
the provisions of 9 130.9 <d) and (e) of 
the new drug regulations (21 CFR 130.9) 
which permit certain changes to be put 
into effect at the earliest possible time. 

b. 60 days for updating information. 

3. Marketing of the drug may continue 
until the supplemental applications sub¬ 
mitted in accord with the preceding sub- 
paragraphs 1 and 2 are acted upon, pro¬ 
vided that within 60 days after the date 
of this publication, the labeling of the 
preparation shipped within the Jurisdic¬ 
tion of the Act is in accord with the 
labeling conditions described in this an¬ 
nouncement. (It may continue to include 
the indications referenced in paragraph 
D for the period stated.) 

F. New applications. 1, Any other per¬ 
son who distributes or intends to distrib¬ 
ute such drug which is intended for the 
conditions of use for which it has been 
shown to be effective, as described under 
A.l. above, should submit an abbrevi¬ 
ated new drug application meeting the 
conditions specified in 9 130.4(f) (1) and 
(2). published In the Federal Register 
of April 24, 1970 (35 F.R 6574). 8uch 
applications should include proposed 
labeling which Is in accord with the 
labeling conditions described herein. 

2. Distribution of any such prepara¬ 
tion currently on the market without an 
approved new drug application may be 
continued provided that: 


a. Within 60 days from the date of 
publication of this announcement in the 
Federal Register, the labeling of such 
preparation shipped within the jurisdic¬ 
tion of the Act is in accord with the 
labeling conditions described herein, (It 
may continue to Include the indications 
referenced in paragraph D for the period 
stated.) 

b. The manufacturer, packer, or dis¬ 
tributor of such drug submits, within 60 
days from the date of this publication, 
a new drug application to the Food and 
Drug Administration. 

c. The applicant submits, within a rea¬ 
sonable time, additional information 
that may be required for the approval of 
the application as specified in a written 
communication from the Food and Drug 
Administration. 

d. The application has not been ruled 
incomplete or unapprovable. 

O. Unapproved use or form o/ drug. 1. 
If the article is labeled or advertised for 
use in any condition other than those 
provided for in this announcement, it 
may be regarded as an unapproved new 
drug subject to regulatory proceedings 
until such recommended use is approved 
in a new 1 drug application or is otherwise 
in accord with this announcement. 

2. If the article is proposed for mar¬ 
keting in another form or for a use other 
than the use provided for in this an¬ 
nouncement, appropriate additional in¬ 
formation as described in 9 130.4 or 
9 130.9 of the regulations (21 CFR 130.4. 
130.9> may be required, including the re¬ 
sults of animal and clinical tests in¬ 
tended to show whether the drug is safe 
and effective. 

A copy of the NAS-NRC report has 
been furnished to the firm referred to 
above. Any other interested person may 
obtain a copy by request to the Food and 
Drug Administration, Press Relations 
Office (CE-200), 200 C Street SW.. Wash¬ 
ington, D.C. 20204. 

Communications forwarded in re¬ 
sponse to this announcement should be 
identified with the reference number 
DESI 5070 and be directed to the at¬ 
tention of the appropriate office listed 
below and addressed to the Food and 
Drug Administration, 5600 Fishers Lane, 
Rockville. Md. 20852: 

Supplement* (Identify with NDA number): 
Office o! Scientific Evaluation (BD 1), Bu¬ 
reau of Drugs, 

Original abbreviated new drug applications 
(identify as such): Drug Efficacy Study 
Implementation Project Office (BD 5). Bu¬ 
reau of Drugs. 

All other communications regarding this an¬ 
nouncement: Drug Efficacy Study Imple¬ 
mentation Project Office (BD-5). Bureau of 
Drugs. 

This notice is issued pursuant to provi¬ 
sions of the Federal Food, Drug, and Cos¬ 
metic Act (secs. 502, 505, 52 8tat. 1050- 
53, as amended: 21 UB.C. 352, 355) and 
under authority delegated to the Com¬ 
missioner of Food and Drugs (21 CFR 
2 . 120 ). 

Dated: September 30, 1970. 

Sam D. Fine. 
Associate Commissioner 

for Compliance. 

(PH. Dec. 70-14111; Filed. Oct. 20. 1970; 
8:46 a.m.) 


[DESI 11316) 


TRIMEPRAZINE AND METHDILAZINE 
PREPARATIONS FOR ORAL USE 


Drugs for Human Use; Drug Efficacy 
Study Implementation 

The Food and Drug Administration has 
evaluated reports received from the Na¬ 
tional Academy of Scienccs-National 
Research Council, Drug Efficacy Study 
Group, on the following drugs: 

1. Methdilazine hydrochloride, mar¬ 
keted as Tacaryl Tablets and Syrup by 
Mead Johnson Laboratories, Division of 
Mead Johnson Si Co, 2404 Pennsylvania 
Street. Evansville, Ind. 47721 (NDA 
11-950). 

2. Methdilazine (base), marketed an 
Tacaryl Chcwable Tablets by Mead 
Johnson Laboratories < NDA 11-950). 

3. Trimeprazlnc as the tartrate, mar¬ 
keted as Tcmaril Syrup. Tablets, and 
Spansules (sustained release capsules) 
by Smith Kline and French Laboratories. 
1500 Spring Garden Street, Philadelphia. 
Pa 19101 (NDA 11-316). 

The drugs are regarded as new drugs 
(21 UB.C. 321 <p) ), Supplemental new- 
drug applications arc required to revise 
the labeling in and to update previously 
approved applications providing for such 
drugs. A new-drug application is re¬ 
quired from any person marketing such 
drugs without approval. 

The Food and Drug Administration is 
prepared to approve new-drug applica¬ 
tions and supplements to previously ap¬ 
proved new-drug applications under 
conditions described in this announce¬ 
ment. 

METHDILAZINE AND TRIMEPRAZINE FOR ORAL 

Use 


A. Effectiveness classification. The 
Food and Drug Administration has con¬ 
sidered the Academy reports, as well as 
other available evidence, and concludes 
that: . _ . . 

1. The drugs are effective In the treat¬ 
ment of pruritic symptoms in urticaria 

2. The drugs are probably effective 

for symptomatic relief in the manage¬ 
ment of nasal allergies (hay fever, al¬ 
lergic rhinitis, etc.). , , „ 

3. The drugs are possibly effective for 
the following indications: 

a. Prolonged relief of pruritic symp¬ 
toms in a variety of allergic and non- 
allergic conditions including ncuroder- 
matitis. contact dermatitis, pityriasis ro¬ 
sea, poison ivy dermatitis,, eczeniam^is 
dermatitis, pruritus ani and vulvae. antt 
rash, and chicken pox. 

b. Symptomatic relief in the manage¬ 
ment of various allergic conditions sue 
as allergic conjunctivitis. 

c. Allergic bronchitis and bronchial 
asthma. 


d. Angioneurotic edema. 

B . For treatment of pruritus whether 
ute or chronic. 

f. For prolonged relief of pruni^ 
rnptoms in atopic dermatitis- 
B. Form of drug. " 

?thdilazine ‘base and hydrochlori 
d trimeurazine (as the tartrate* an: 


tion. 
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C. Labeling conditions. 1 . The label 
bears the statement “Caution: Federal 
law prohibits dispensing without pre¬ 
scription." 

2. The drugs are labeled to comply 
with all requirements of the Act and 
reflations. The labeling bears adequate 
information for the safe and effective 
use of the drug and is in accord with the 
guidelines for uniform labeling published 
in the Federal Register of February 6, 
1970. The “Indications" section is as 
follows: 

INDICATIONS 


For symptomatic relief of pruritic symp- 
toms m urticaria. 

For symptomatic relief in the management 
of nasal allergies (hay fever, allergic rhinitis, 

etc.). 


D. Indications permitted during ex¬ 
tended period for obtaining substantial 
evidence. 1. Those Indications for which 
the drugs are described in paragraph A2 
above as probably effective are included 
in the labeling conditions in paragraph C 
and may continue to be used for 12 
months following the date of this publi¬ 
cation to allow additional time within 
which holders of previously approved ap¬ 
plications or persons marketing the drugs 
without Approval may obtain, and submit 
to the Food and Drug Administration, 
data to provide substantial evidence of 
effectiveness. 


2. Those indications for which the 
drugs are described in paragraph A3 
above as possibly effective (not included 
in the labeling conditions in paragraph 
Ci may continue to be used for 6 months 
following the date of this publication to 
allow additional time within which hold¬ 
ers of previously approved applications 
or persons marketing the drugs without 
approval may obtain and submit to the 
Food and Drug Administration, data 
to provide substantial evidence of 
effectiveness. 


E. Previously approved applications 
l Each holder of a “deemed approved* 
new-drug application (he., an application 
which became effective on the basis ol 
safety prior to October 10, 1962) for such 
drug is requested to seek approval of the 
claims of effectiveness and bring the ap¬ 
plication into conformance by submitting 
supplements containing: 

a. Revised labeling as needed to con- 

the labeling conditions de- 
•scribed herein for the drug, and com¬ 
plete current container labeling, unless 
recently submitted. 

b. Updating information as needed tc 
make the application current. 

„ ® uc h supplements should be sub- 
• following periods after 

Publication of this announce¬ 
ment in the Federal Register : 

da y* f or revised labeling—the 

l Plement should be submitted under 
Scions of | 130.9 (d) and (e> o! 

regulations <21 CFR 130 9) 

into changes to be pul 

into effect at the earliest possible time 

o. 60 days for updating information. 

until th« ketin ? °f Ui e drug may continue 
£ SUpp cmcntal applications sub- 
Par^ h * C ? ord J* rith thc Preceding ^b- 
8 aphs l and 2 are acted upon, pro¬ 


vided that within 60 days after the date 
of this publication, the labeling of the 
preparation shipped within the Jurisdic¬ 
tion of the Act is in accord with the 
labeling conditions described in this an¬ 
nouncement. (It may continue to Include 
the indications referenced in par. D for 
the period stated.) 

F. New applications . 1. Any other 
person who distributes or intends to 
distribute such drug which is intended 
for the conditions of use for which it has 
been shown to be effective, as described 
under paragraph A above, should submit 
a new-drug application containing full 
information required by the new-drug 
application form FD-356H (21 CFR 
130.4(c)). Such applications should in¬ 
clude proposed labeling which is in ac¬ 
cord with the labeling conditions de¬ 
scribed herein. 

2. Distribution of any such prepara¬ 
tion currently on the market without an 
approved new-drug application may be 
continued provided that: 

a Within 60 days from the date of 
publication of this announcement in the 
Federal Register, thc labeling of 
such preparation shipped within the 
Jurisdiction of the Act is In accord with 
the labeling conditions described herein. 
(It may continue to include thc indica¬ 
tions referenced In par. D for the period 
stated.) 

b. The manufacturer, packer, or dis¬ 
tributor of such drug submits, within 
180 days from the date of this publica¬ 
tion. a new-drug application to the Food 
and Drug Administration. 

c. The applicant submits additional 
Information that may be required for the 
approval of the application within a 
reasonable time as specified in a written 
communication from the Food and Drug 
Administration. 

d. The application has not been ruled 
incomplete or unapprovable. 

O. Unapproved use or form of drug. 
If the article is marketed in another form 
or is labeled or advertised for use in any 
condition other than those provided for 
in this announcement, it may be regard¬ 
ed as an unapproved new drug subject 
to regulatory proceedings until such 
form or use Is approved in a new-drug 
application, or is otherw’ise in accord 
with announcement. 

A copy of the NAS-NRC report has 
been furnished to each firm referred to 
above. Any other interested person may 
obtain a copy by request to the appropri¬ 
ate office named below. 

Communications forwarded in re¬ 
sponse to this announcement should be 
identified with the reference number 
DE8I 11316, directed to the attention of 
the appropriate office listed below, and 
addressed (unless otherwise specified) 
to the Food and Drug Administration. 
5600 Fishers Lane, Rockville. Md. 20852. 
Supplement* (Identify with NDA number): 
Office of Scientific Evaluation (BD-100), 
Bureau of Drugs 

Original new drug applications: Office of 
Scientific Evaluation (BD-100), Bureau of 
Drugs. 

Ml other communications regarding this an¬ 
nouncement: Drug Efficacy Study Imple¬ 
mentation Project Office (HD 5), Bureau 
of Drugs. 


Requests for NAS-NRC report: Press Rela¬ 
tions Staff (CE-300). Food and Drug 
Administration. 200 C Street SW., Wash¬ 
ington. DC. 20204. 

This notice is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (secs. 502, 505, 52 Stat. 
1050-53. as amended; 21 U.S.C. 352, 355) 
and under authority delegated to the 
Commissioner of Food and Drugs (21 
CFR 2.120). 

Dated: September 28. 1970, 

Sam D. Fine. 
Associate Commissioner 
for Compliance. 

|Fit Doc. 70-14116; Filed, Oct. 20. 1970; 
8:45 a.m.| 


| DESl U9I9| 

XYLOMETAZOUNE HYDROCHLORIDE 

NASAL PREPARATIONS FOR TOPI¬ 
CAL USE 

Drugs for Humon Use; Drug Efficacy 
Study Implementation 

The Food and Drug Administration 
published an announcement in thc Fed¬ 
eral Register of September 23. 1970 ( 35 
F.R. 14802), regarding the efficacy of 
xylometazoline hydrochloride nasal 
preparations for topical use. Based upon 
a re-evaluation of these nasal prepara¬ 
tions, the Commissioner of Food and 
Drugs finds it appropriate to amend thc 
announcement of September 23. 1970, 
by revising the “Indications" section ap¬ 
pearing in paragraph C to read: “For 
decongestion of the nasal and naso¬ 
pharyngeal mucosa." 

Thc date of publication of this notice 
in the Federal Register amending the 
previous notice shall be used to compute 
all time periods allowed, thus supersed¬ 
ing the time periods previously an¬ 
nounced in the Federal Register of Sep¬ 
tember 23. 1970. 

This notice Is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (secs. 502. 505, 52 Stat. 
1050-53, as amended; 21 UJ3.C. 352. 355) 
and under authority delegated to the 
Commissioner of Food and Drugs <21 
CFR 2.120). 

Dated: October 5. 1970. 

Sam D. Fine. 

Associate Commissioner 
for Compliance. 

I F.R. Doc. 70-14117; Filed; Oct. 20. 1970; 

8:46 am| 

INTER-AMERICAN SOCIAL 
DEVELOPMENT INSTITUTE 

CHAIRMAN OF THE BOARD OF 
DIRECTORS 

Resolution Delegating Authorities 

Thc following resolution was adopted 
by the Board of Directors of the Inter- 
American Social Development Institute 
(Institute) at its initial meeting held at 
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Washington, D.C.* on the third day of 
October 1970: 

Resolved, that the Chairman of the 
Board be and he la hereby authorized, 
within the general guidelines established 
by the Board, to exercise all of the au¬ 
thorities of the Institute as are con¬ 
ferred upon the Institute by Part IV of 
the Foreign Assistance Act of 1969 
(Public Law 91-175. 83 Stat. 805). or 
any other provision of law or regulation, 
except those authorities, which in the 
context of any such provision of law or 
regulation, as reserved to the Board of 
Directors. 

Be it resolved further, that the Chair¬ 
man. to the extent permitted by law or 
by regulation of competent authority, be 
and he is hereby authorized to exercise 
those authorities vested in the Board of 
Directors as “head of agency*' by statute 
or regulation, relating to aspects of per¬ 
sonnel authority or administration. 

Be it further resolved, that the Chair¬ 
man be and he hereby is authorized to 
sign the name of the Institute to any 
and all papers, agreements, or other in¬ 
struments necessary to carry out the au¬ 
thorities conferred by this resolution. 

Be It further resolved, that the au¬ 
thorities delegated herein may be dele¬ 
gated and the Chairman may authorize 
further reddegations. 

Robert W. Masiiek. 

Acting Secretary. 

im. Doc. 70-14153; Filed, Oct. 20, 1970; 

8:47 a.m.| 

DEPARTMENT OF 
TRANSPORTATION 

Coast Guard 

ICOFR 79-134J 

DETERMINATION OF NEED FOR AD¬ 
DITIONAL LEGISLATION CONCERN¬ 
ING LIMITATION OF LIABILITY AND 

FINANCIAL RESPONSIBILITY FOR 

OIL SPILLS 

Study Required by Water Quality 
Improvement Act of 1970 

1. Paragraph M> of subsection ll(p) 
of the Federal Water Pollution Control 
Act, as amended by the Water Quality 
Improvement Act of 1970. Public Law 
91-224. 84 Stat, 91 (Apr. 3. 1970), re¬ 
quires that the Secretary of Transporta¬ 
tion. in consultation with the Secretaries 
of Interior. State. Commerce, and other 
interested Federal agencies, representa¬ 
tives of the merchant marine, oil com¬ 
panies, insurance companies, and other 
interested Individuals and organizations, 
shall conduct a study of the need for 
measures, other than those presently 
contained In section 102 of the Water 
Quality Improvement Act of 1970 to pro¬ 
vide financial responsibility and limita¬ 
tion of liability with respect to: 

a. vessels using the navigable waters 
of the United States; 

b. onshore facilities; and 

c. offshore facilities. 


Such measures would provide for the cost 
of removing discharged oil and paying all 
damages resulting from the discharge of 
such oil. 

2. The Secretary of Transportation has 
directed the Commandant. U.S, Coast 
Guard to manage and conduct the study. 
The report of the study, together with 
any legislative recommendations are to 
be submitted to the Congress by Janu¬ 
ary 1, 1971. 

3. Persons and organizations inter¬ 
ested in the subject are invited to par¬ 
ticipate in the study by submitting writ¬ 
ten data, views, arguments or comments 
before November 16, 1970. AH submis¬ 
sions should be made to the Comman¬ 
dant, UB. Coast Guard. 400 7th Street 
8W.. Washington, D.C. 20591. Attention: 
Manager 11 P 4 Study. Each communica¬ 
tion received within the time specified 
will be given full consideration before a 
report of the study, together with any 
legislative recommendations, is sub¬ 
mitted. 

Dated: October 16. 1970. 

T. R. Sargent. 

Vice Admiral . US. Coast Guard . 

Acting Commandant . 

[PR. Doe. 70-14157; Filed. Oct. 20, 1970: 

8:48 ajn.| 


ATOMIC ENERGY COMMISSION 

(Docket No. 50-3361 

CONNECTICUT LIGHT AND POWER 
CO. ET AL. 

Notice of Application for Construction 
Permit and Operating Licenso 

The Connecticut Light and Power Co.. 
Selden Street, Berlin. Conn.; The Hart¬ 
ford Electric Light Co., 176 Cumberland 
Avenue. Wethersfield. Conn.; Western 
Massachusetts Electric Co.. 174 Brush 
Hill Avenue. West Springfield, Mass.; 
and The Millstone Point Co., 176 Cum¬ 
berland Avenue. Wethersfield. Conn, (the 
applicants), pursuant to the Atomic En¬ 
ergy Act of 1954. as amended, filed an 
application, dated February 27. 1969, for 
a permit to construct and a license to op¬ 
erate a pressurized water nuclear power 
reactor at the Millstone Nuclear Pow*er 
Station, an approximately 500-acre site 
on Long Island Sound in the town of 
Waterford, Conn., about 40 miles south¬ 
east of Hartford and 3.2 miles west- 
southwest of New London. Conn. 

The application notes that the pro¬ 
posed facility will be owned and financed 
by The Connecticut Light and Power Co.. 
The Hartford Electric Light Co., and 
Western Massachusetts Electric Co., as 
tenants in common. The Millstone Point 
Co. will act as representative of the own¬ 
ers with respect to design, construction, 
and operation of the facility. 

The proposed reactor, designated as 
Millstone Nuclear Power Station Unit 2, 
is designed for initial operation at ap¬ 
proximately 2560 megawatts (thermal), 
with net electrical output of approxi¬ 
mately 828 megawatts. 


A copy of the application and the 
amendments thereto is available for pub¬ 
lic inspection at the Commission's Public 
Document Room. 1717 H Street NW , 
Washington. D.C„ and at the Town 
Clerk's Office. Waterford Town Hall. 200 
Boston Post Road. Waterford, Conn. 

Dated at Bcthosda. Mdthis 9th day 
of October 1970. 

For the Atomic Energy Commission. 

Frank Schrobdxr. 
Acting Director . 
Division o/ Reactor Licensing. 

[FJt. Doc. 70-13869; Filed, Oct. 13. 1970; 
8:52 a m ) 


STATE OF MARYLAND 

Proposed Agreement for Assumption 
of Certain AEC Regulatory Authority 

Notice is hereby given that the US. 
Atomic Energy Commission is publishing 
for public comment, prior to action 
thereon, a proposed agreement received 
from the Governor of the State of Mary¬ 
land for the assumption of certain of 
the Commission’s regulatory authority 
pursuant to section 274 of the Atomic 
Energy Act of 1954, as amended. The 
Commission is also publishing for com¬ 
ment a proposed Memorandum of 
Understanding between the 8tate and 
AEC which would accompany the agree¬ 
ment. The Memorandum of Understand¬ 
ing is made for the purpose of facilitat¬ 
ing an agreement with the State pend¬ 
ing resolution of the Jurisdictional issue 
raised by the Maryland Department of 
Water Resources' Surface Water Appro¬ 
priation Permit No. C-70-SAP-1 to Bal¬ 
timore Gas and Electric Co. The permit 
purports to impose limits upon radio¬ 
nuclide concentrations in liquid wa^te 
discharged by the Company's Calvert 
Cliffs nuclear power station being con¬ 
structed at Calvert County. Md. The 
legal issue of whether or not a state has 
authority to impose radioactivity stand¬ 
ards on a nuclear power plant licensed 
by the Commission Is being litigated in 
a cause pending before the UB. District 
Court for the District of Minnesota, 
Northern States Power Company v. 8tnte 
of Minnesota (pending litigation». 

A r*sum£, prepared by the State or 
Maryland and summarizing the States 
proposed program for control of sources 
of radiation. 1s set forth below as an 
appendix to this notice. A copy of the 
program, including proposed Maryland 
regulations, is available for public in¬ 
spection in the Commission’s Pubn* 
Document Room. 1717 H Street M \ 
Washington, D.C.. or may be obtained 
writing to the Director, Division of State 
and Licensee Relations. UB. Atomic 
Energy Commission, Washington, D.C. 
20545. All interested persons desiring to 
submit comments and suggestions fo 
the consideration of the Commission in 
connection with the proposed agreement 
should send them, in triplicate, to 
Secretary. UB. Atomic Energy Cotmnis- 
slon. Washington. DC. 20545. 

Chief. Public Proceedings Branch, withi 
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30 days after Initial publication of this 
notice in the Federal Register. 

Exemptions from the Commission's 
regulatory authority which would im¬ 
plement tills proposed agreement, as 
well as other agreements which may be 
entered into under section 274 of the 
Atomic Energy Act. as amended, have 
been published in the Federal Register 
and are codified in 10 CFR Part 150. 


Dated at Germantown. Md.. this 16th 
day of October 1970. 

For the Atomic Energy Commission. 


W. B McCool. 

Secretary of the Commission. 

P&opobcd Agreement Between the United 
Stmts Atomic Energy Commission and 
the State or Maryland ron Diacontinu¬ 
ance or Certain Commission Regulatory 
Authority and Responsibility Within the 
State Pursuant to Section 274 or the 
Atomic Energy Act or 1954. as Amended 


Whereas. The U.S. Atomic Energy Commis¬ 
sion (hereinafter referred to as the Commis¬ 
sion ) is authorized under section 274 of the 
Atomic Energy Act of 1954. as amended 
(hereinafter referred to aa the Act). to enter 
into agreements with the Governor of any 
State providing for discontinuance of the 
regulatory authority of the Commission with¬ 
in the State under Chapters 6. 7. and 8 and 
section 161 of the Act with respect to by¬ 
product materials, source materials, and 
special nuclear materials In quantities not 
sufficient to form a critical mass; and 
Whereas. The Governor of the State of 
Maryland Is authorized under Section 689 
of Article 43 of the Annotated Code of Mary¬ 
land. 1966 Replacement Volume, and 1968 
Supplement, to enter Into this Agreement 
with the Commission; and 
Whereas, The Governor of the State of 
Maryland certified on September 80. 1970, 
that the State of Maryland (hereinafter 
referred to as the State) has a program for 
the control of radiation hazards adequate to 
protect the public health and safety with 
respect to the materlaU within the State 
covered by this Agreement, and that the State 
desires to assume regulatory responsibility 
for such materials; and 
Whereas, The Commission found on 

--- that the program of the State 

for the regulation of the materials covered 
by this Agreement la compatible with the 
Commission's program for the regulation 
of such materials and U adequate to protect 
the public health and safety: and 
Whereas, The State and the Commission 
recognize the desirability and importance of 
cooperation between the Commission and 
Jbe Slate In the formulation of standards 
for protection against hazards of radiation 
and in assuring that State aud Communion 
Programs for protection against hazards of 
radiation will be coordinated and compatible; 


Whereas, The Commission and the State 
recognize the desirability of reciprocal recog¬ 
nition of licenses and exemptions from 
licensing of those materials subject to this 
Agreement; and 


Whereas. This Agreement Is entered tnt 
pursuant to the provisions of the Atom! 
Energy Act of 1964, as amended; 

therefore, tt is hereby agreed betwee 
wie Commission and the Governor of th 
m bahalf ° f *** 8Ut *' 1 


1 8ubject to the exceptions pr< 
VlUed ln Article, n. in. and IV. the CommL 


slon shall discontinue, as of the effective 
date of this Agreement, the regulatory au¬ 
thority of the Commission In the State under 
Chapters 0. 7. and 8, and section 161 of the 
Act with respect to the following materials: 

A. Byproduct materials; 

B. Source materials: and 

C. Special nuclear materials In quantities 
not sufficient u> form a critical moss. 

Art. U. This Agreement does not pro¬ 
vide for discontinuance of any authority and 
the Commission shall retain authority and 
responsibility with respect to regulation otc 

A. The construction and operation of any 
production or utilization facility; 

B. The export from or Import Into the 
United States of byproduct, source, or spe¬ 
cial nuclear material, or of any production 
or utilization facility; 

C. The disposal into the ocean or sea of 
byproduct, source, or special nuclear waste 
materials as defined In regulations or orders 
of the Commission; 

D. The disposal of such other byproduct, 
source or special nuclear materia) as the 
Commission from time to time determines 
by regulation or order should, because of 
the hazards or potential hazards thereof, 
not be so disposed of without a license from 
the Commission. 

Art. III. Notwithstanding this Agree¬ 
ment, the Commission may from time to 
time by rule, regulation, or order, require 
that the manufacturer, processor, or pro¬ 
ducer of any equipment, device, commodity, 
or other product containing source, byprod¬ 
uct, or special nuclear material shall not 
transfer possession or control of such prod¬ 
uct except pursuant to a license or an ex¬ 
emption from licensing Issued by the 
Commission. 

Art. IV. This Agreement shall not af¬ 
fect the authority of the Commission under 
subsection 161 b or 1 of the Act to issue 
rules, regulations, or orders to protect the 
common defense and security, to protect re¬ 
stricted data or to guard against the loss or 
diversion of special nuclear material. 

Art. V. The Commission will use Its 
best efforts to cooperate with the State and 
other agreement States ln the formulation 
of standards and regulatory programs of the 
State and the Commission for protection 
against hazards of radiation and to assure 
that State and Commission programs for 
protection against hazard* of radiation wilt 
be coordinated and compatible. The State 
win use Its best efforts to cooperate with 
the Commission and other agreement States 
In the formulation of standards and regula¬ 
tory programs ot the State and the Com¬ 
mission for protection against hazards of 
radiation and to assure that the State's pro¬ 
gram will continue to he compatible with 
the program of th© Commission for the regu¬ 
lation of like materials. The State and the 
Commission will use their best efforts to 
keep each other informed of proposed changes 
in their respective rules and regulations and 
licensing, inspection and enforcement poli¬ 
cies and criteria, and to obtain the com¬ 
ment* and assistance of the other party 
thereon. 

Art VI. The Commission and the State 
agree that it ts desirable to provide for re¬ 
ciprocal recognition of licensee for the 
materials listed In Article I licensed by the 
other party or by any agreement State. 
Accordingly, the Commission and the State 
agree to use their beat efforts to develop 
appropriate rules, regulations, and pro¬ 
cedures by which such reciprocity will be 
accorded. 

Art. VTT. The Commission, upon its own 
Initiative alter reasonable notice and oppor¬ 


tunity tor hearing to the State, or upon 
request of the Governor of the Slate, may 
terminate or suspend this Agreement and 
reassert the licensing and regulatory author¬ 
ity vested ln It under the Act If the Com¬ 
mission finds that such termination or sus¬ 
pension is required to protect the public 
health and safety. 

Art. VIII. This Agreement shall become 
effective on January 1.1971. and shall remain 
in effect unless, and until such time as it 
is terminated pursuant to Article VII. 

Done at-- 

In triplicate, this—.._day of_ 

FOR THE UNITED STATES ATOMIC 
ENERGY COMMISSION 


FOR THE STATE OP MARYLAND 


Proposed Memorandum or Understand! no 

Between the State or Maryland and the 

U.S. Atomic Energy Commission 

The State of Maryland (State) and the 
U.S. Atomic Energy Commission (Commis¬ 
sion) have this date entered Into an "Agree¬ 
ment between the U 8. Atomic Euergy Com¬ 
mission and the State of Maryland for 
Discontinuance of Certain Commission 
Regulatory Authority and Responsibility 
within the State pursuant to section 274 of 
the Atomic Energy Act of 1954. as Amended ' 
(“274b. Agreement"), the effective date of 
which ts...1971. 

On July 10. 1970. the State's Department 
of Water Resource* Issued Surface Water 
Appropriation Permit No. C-70-SAP-1 to 
Baltimore Gas and Electric Co. (Company). 
Among other things, that Permit purports 
to impose limits upon radionuclide concen¬ 
trations In liquid waste discharged by the 
Company's Calvert Cliffs nuclear power sta¬ 
tion being constructed at Lusby, Calvert 
County. Md.. under Construction Permits 
Nos. CPPR-63 and CPPR-64. Issued by tho 
Commission on July 7, 1969. 

Whether a State may lawfully Impose re¬ 
quirements. for purposes of protection 
against radiation hazards, on effluents dis¬ 
charged from a facility licensed by the Com¬ 
mission is currently an issue ln litigation in 
a cause pending before the U.S District 
Court for the District of Minnesota, styled 
Northern States Power Company v. State of 
Minnesota et al. (Civil Court Pile No. 3-69- 
185 Civil). 

The purpose of this Memorandum of Un¬ 
derstanding between the Slate and Commis¬ 
sion U to facilitate the parties’ entry Into 
the 274b. Agreement without prejudice to 
their respective legal positions on the ques¬ 
tion described In the preceding paragraph. 

It la hereby agreed between the Commis¬ 
sion and the Oovemor of the State acting 
on behalf of the State, as follows; 

First Nothing herein nor In the 274b. 
Agreement shall be construed os defining 
or affecting the respective rights and powers 
of the Commission or the State under tho 
U JS. Constitution. 

Second. Nothing herein nor ln the 274b. 
Agreement shall In any manner affect or 
prejudice the position of either party with 
respect to the legal authority, or the lack 
thereof, of the State to Impose requirements, 
for purposes of protection against radiation 
hazards, upon activities within the State li¬ 
censed by the Commission. 

Third. This Memorandum of Understand¬ 
ing shall be effective on January 1, 1971, 
and shall remain In effect so long as tho 
274b Agreement remains In effect. 
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Don© at Annapolis, Md . In triplicate. this 
_ day of__ 1970. 

FOR THE STATE OF MARYLAND 


FOR THE ATOMIC ENERGY COMMISSION 


Stats or Mast land Peogram roa tub 
Regulation or Atomic Enksct 

TO SS WO MB 

A new cabinet level State Department of 
Health and Mental Hygiene was established 
by a legislative act of Maryland* General 
Assembly, effective July I. 1969. to encompass 
the functions and responsibilities of the ex¬ 
isting State Department of Health. Mental 
Hygiene. Comprehensive Health Planning, 
and Juvenile Services and the new Director¬ 
ate for Mental Retardation. 

The changing economic, social, and cul¬ 
tural characteristics of Maryland* expanding 
and diversified population have added to the 
complexities of providing high caliber health 
care on a large scale. The concept of an over¬ 
all Deportment of Health and Mental Hy¬ 
giene waa predicated upon an urgent need to 
deliver comprehensive health services to the 
public as quickly, economically, and effec¬ 
tively aa possible. Basic to the delivery of Im¬ 
proved health care is coordination and effec¬ 
tive utilization of existing services and 
resources in order to construct a broader 
and more flexible system for dealing with 
Maryland* health problems. 

A* new Directorate of Environmental 
Health Services was established on April 3. 
1970, and Its activities Include air quality 
control, water and sewerage, solid wastes, 
drug control, food and milk, general sanita¬ 
tion. and radiological health, all formerly 
tinder the Health Department. 

The Secretary °f Health and Mental Hy¬ 
giene is given the power to formulate and 
promulgate rules, regulations and standards 
for the purpose of promoting and guiding 
the development of the environmental, phys¬ 
ical. and mental hygiene services or the 
State and ita subdivisions. It is also the duty 
of the Secretary of Health and Mental Hy¬ 
giene to enforce rules and regulations pro¬ 
mulgated by the Department of Health and 
Mental Hygiene The control of ionising 
radiation is among specifically defined func¬ 
tions designated to the Secretary by legis¬ 
lation. 

Section 374 of the Atomic Energy Act of 
1934. aa amended, authorises the UB. Atomic 
Energy Commission to enter Into an agree¬ 
ment with the Governor of a State to trans¬ 
fer to the State certain licensing and con¬ 
trol of byproduct, source, and special nu¬ 
clear materials in quantities not sufficient 
to form a critical mass. The Department of 
Health and Mental Hygiene Is prepared to 
accept these additional responsibilities and 
hereby presents a narrative description of Its 
proposed program for the control of ionizing 
radiation, including naturally occurring ra¬ 
dionuclides. accelerator produced radionu¬ 
clides, and certain radiation producing 
machines. 

The regulatory program for control of 
sources of ionizing radiation In Maryland 
will be conducted in such a manner as to 
protect the public health and safety, and at 
the same time to encourage the constructive 
uses of radiation. Every effort has been made 
to make this program compatible with the 
regulatory program of the VJS. Atomic Energy 
Commission and continued compatibility 
will be maintained. Uniformity with the reg¬ 
ulatory programs of other agreement States 
will be maintained insofar as possible. 

The Governor on behalf of the 8tote of 
Maryland la authorized to enter into an 
agreement with the Federal Government pro¬ 


viding for the State to assume certain re¬ 
sponsibilities with respect to sources of 
radiation. This authority Is granted in Arti¬ 
cle 43. section 689 of the Annotated Code of 
Maryland (1963 Replacement Volume and 
1968 Supplement). 

Chronology or Events Relating to Radia¬ 
tion Conteol 

LDGlSLATtVB 

I960. The "Radiation Protection Act” was 
enacted by the General Assembly. This Act 
set forth public policy regarding uses of 
ionizing radiation, and of radiation control. 
The Maryland 8tate Board of Health and 
Mental Hygiene was empowered to formulate 
and promulgate, amend and repeal rules and 
regulations controlling sources of radiation. 
The Act also created the Radiation Control 
Advisory Board to review policies and pro¬ 
grams of the Board, and to consult with and 
render advice to the Board on problems, pro¬ 
cedures, and matters relating to radiation. 

1962. A bill was passed by the Oeneral 
Assembly to add a new section to the ‘ Radia¬ 
tion Protection Act", providing generally for 
the Governor to enter into agreements with 
the Federal Government for discontinuance 
of certain responsibilities in respect to radia¬ 
tion and the assumption thereof by the 
State. 

1963. On April 30, Governor Tawes signed 
Into law House Bill 635 making Maryland 
party to the Southern Interstate Nuclear 
Compact. 

1966. The Governor* Advisory Committee 
on Nuclear Energy became the “Advisory 
Commission on Atomic Energy" by special 
Act of the Legislature in June. Its purpose, 
as declared, is “to advise the Oovemor and 
the State Government concerning matters 
arising from the peaceful application of 
atomic energy." 

1967. A section was added to the Radiation 
Protection Act in June to permit the State 
Board of Health and Mental Hygiene to 
license radioactive materials. 

1969. Article 41, section 206 of the Anno¬ 
tated Code of Maryland (1965 Replacement 
Volume and 1969 Supplement) created a De¬ 
partment of Health and Mental Hygiene as 
a Principal Department within the Executive 
Branch to be headed by a Secretary. The 
State Board of Health and Mental Hygiene 
was abolished and replaced by the Deport¬ 
ment of Health and Mental Hygiene. 

GOVERNOR* arrOINTMENTB. do A HD. AND 
ADVXSOZT BOOT ACTIONS 

1057. Recognizing the potential public 
health Implications of the rapidly growing 
field of nuclear energy, the Director of Health 
called together a group of knowledgeable per¬ 
sons in mid-1957 to meet with selected staff 
members to discuss the problem An informal 
advisory committee was the outgrowth of 
this meeting. 

1959. A Governor* Advisory Committee on 
Nuclear Energy was appointed to make rec¬ 
ommendations on State policy with respect 
to proper development of peacetime uses of 
nuclear energy. 

The U.S. Congress passed Public Law 86- 
373 In September providing legislative means 
for the Atomic Energy Commission to trans¬ 
fer to States tbe responsibility for the regu¬ 
lation of the use of radioisotopes, the source 
materials and prescribed quantities of fis¬ 
sionable materials. Recommendation was 
made to the Department, both by the Radia¬ 
tion Control Advisory Board and by the Gov¬ 
ernor's Advisory Committee on Nuclear En¬ 
ergy. that preparation should be made to 
assume this responsibility from the AEC so 
the State could Increase Its capacity to pro¬ 
tect the health and safety of its citizens from 
the hazards of Ionizing radiation. 

196/. Henry T. Douglas, Chief of Planning, 
Maryland Port Authority, was appointed os 


the Maryland representative to the Southern 
Interstate Nuclear Board. 

1953. The “Regulations Governing Radia¬ 
tion Protection" were approved by the Radia¬ 
tion Control Advisory Board and adopted by 
the State Board of Health and Mental Hy¬ 
giene on September 27. 1963, to become effec¬ 
tive January I, 1964. These regulations were 
primarily for X-ray control. 

1969. A contract between the U-S. Atomic 
Energy Commission and the Maryland State 
Department of Health was signed as a par*, 
of a Pilot Program of the U.S. AEC in de¬ 
veloping a centralized system for the record¬ 
ing of occupational exposure to radiation 
This contract generally requires the State *.o 
furnish to the Commission reports on radia¬ 
tion exposure received by persons employed 
by Maryland registrants who are required to 
so register pursuant to Uie Radiation Pro¬ 
tection Act of 1960. 

1970. April 3. A Directorate of Environ¬ 
mental Health Services was established by 
the Secretary of Health and Mental Hygiene. 
This action placed environmental health 
services on a level equal to that of the De¬ 
portment of Health. Department of Mental 
Hygiene, and others under the State Depart¬ 
ment of Health and Mental Hygiene 

July 0. At a formal meeting, the Radiation 
Control Advisory Board voted Its approval of 
Maryland* becoming an agreement State and 
approved new regulations drafted for th® 
purpose of assuming the additional regula¬ 
tory functions. 

August 17. The new “Regulations Govern¬ 
ing Radiation Protection" were adopted by 
the Secretary of Health and Mental Hygiene. 

HISTORY or department activities in 
radiation control 


For at least 20 years, the State of Mary¬ 
land has been concerned with some aspect 
of tbe problem of protecting the public 
health against overexposure to ionizing radi¬ 
ation. Health Deportment records show that 
a survey of an X-ray machine was made on 
October 14, 1947. by Industrial Health per¬ 
sonnel using a newly purchased surrey meter. 
Later, that same month, members of the 
staff attended a meeting discussing the 
Evaluation and Control of Health Hazards 
Associated with the use of radioactive 


materials. 

In 1956. Maryland was among the first 
States to join the US. Public Health Serv¬ 
ice* Radiation Surveillance Network. The 
purpose ol this nationwide sampling net¬ 
work was to determine the amount of radio¬ 
active fallout in air and precipitation. 

During 1957, several Industrial X-ray in¬ 
stallations were surveyed by the Industrial 
Hygiene Section as a part of their overall 
plant Inspections. This attention to Ionizing 
radiation was expanded In 1938 to toe!*** 
radium surveys of the Hearing Clinics 
several County Health Departments, and 
radiation protection surveys of X-ray 
installations located in County Health De¬ 
partment clinics. _ . 

In 1958 the Department purchased an in 
temal proportional counter for grow 
determinations on some streams used 
public water supply sources. 

In 1959 the Department wig** 1 
chemists to conduct radiation laboratory 
analyses, and In 1960 began securing a lim¬ 
ited amount of additional Uborator)Rn 
field equipment to initiate 
the Maryland vicinity of the h 

nuclear power generating sUtton 
Bottom. Pa. on the Susquehanna River Op 
eratlon of a radiological milk ** 

lion was begun In Baltimore in August oi 
1960 as a part of the Public Health Service 
Pasteurized Milk Network. 

During the academic year 1959 - 80 , a staff 
member wtui »rnt to Hnrrnrd Unlreriltjr 
Brookhuvcn National Laboratory W obtain 
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a masters degree in Radiological Health 
under on Atomic Energy Commission Fel¬ 


lowship. Upon completion of the training, he 
wm placed In charge of developing a radia¬ 
tion protection program a* head of a newly 
rreated Radiation Protection Section In the 
Division of Occupationai Health. 

in 1902 a Public Health Radiation Spe¬ 
cialist was added to the stair to assist in the 
evaluation and correction of hazards asso¬ 
ciated with the use of X-ray machine*. 

Because of an increase In nuclear weapons 
testing in 1002 and the resulting increase in 
radioactive fallout from the atmosphere, 
Maryland intensified it* environmental sur¬ 
veillance program. Air sampling stations 
were set up at nine new locations and water 
was sampled from various location* on nine 
streams and other bodies of water on a rou¬ 
tine basis. 

In 1903 a aecond Public Health Radiation 
Specialist was added to the staff to give spe¬ 
cial attention to radium, other radionuclides, 
and environmental surveillance: and to as¬ 
sist In planning for Maryland's entry into an 
agreement with the Atomic Energy Com¬ 
mission. 

A dental X-ray 8orpac Sunrev begun 2 
years earlier was completed In 1963 In excess 
of 1,350 dental X-rav units were surveyed 
during this period. The Surpsc had be*n 
developed to be used in a "mail-order" type 
survey; however, personal visit* to the den¬ 
tists’ efflees were found to be more beneficial 
and the program Included theae vlstta. Col¬ 
li matlon and filtration corrections where re¬ 
quired were subsequently made on all of the 
surveyed units. 

During the summer months of 1963 a 
survey of 202 Baltimore physician office 
X-ray unite located in 129 Installations was 


made In cooperation with the Baltimore City 
Health Department and the approval of the 
Baltimore City Medical Scclety. The prin¬ 
cipal purpose of the project wai to estimate 
the degree to which existing X-ray units em¬ 
ployed by this segment of the medical pro¬ 
fession met minimum standards established 
by the National Committee cn Radiation 
Protection and Measurement* as published 
in "Handbook 76" of the National Bureau of 
Standard*, and the "Suggested State Regu¬ 
lation* for Control of Radiation" prepared 
by the Council of State Government*. Addi¬ 
tional objectives of the survey were to: 

1 Obtain a basis for extending the esti¬ 
mate of the condition or the medical X-ray 
units in use In the city to those In the State 

2 Provide held experience In survey tech- 
niqucs for City Health Department personnel 

3. Day el op a field survey term und report 
for machine owners. 

fl . The Jspecial survey disclosed that more 
wan 75 percent of the units were deficient 
in one or more items considered to meet 
minimum standards. 

V ,n June ot lwn - * special Unl- 

I. Cour » entitled -PurdumentaU ot 
*“«»Uon and Healthful and Safe Mansge- 
fv.Vii’i. IonlKln 8 Radial Ion,” cosponsored by 
«>e AEC and the State Department of Health. 

** Loyola College In Baltimore. 
Combination lectures and laboratory sea- 
nf^J 01 ^laltationa were held one after- 
1<x an academic year Loyola 
faulty members organized and 
course with the assistance of 
'2*152*1 Thre * P'rwann from the Dt- 
fmm n t? Health (two of them 

Jprot€cit o n Section) cocn- 
trom^n t COU " e staff memben 

Clt * Healt ^ Department, 
th * county health department! 

fi!» A toc ? hOBpltAl and on « 

th* course*™ 1 ^ ftent 0111 each tc 


stion? r :!^ tlon "ourcee of Ionizing radl- 
*c«pt exempt radioactive material 


and radioactive material licensed by the ABC. 
required by the new Maryland "Regulations 
Governing Radiation Protection" wo* begun 
In January 1964. 

An extensive State-wide environmental 
surveillance plan was developed during 1964. 
The plan, Involving the cooperation of nu¬ 
merous other divisions of the Deportment and 
othet Agencies, prescribed sampling and the 
radio-analysis of samples taken throughout 
the State from the following media: 

1. Air. 

2 Milk. 

3. Water. 

a. Rain. 

b. Surface Streams. 

c. Public Water Supplies (surface, wells, 
and springs). 

4. Aquatic Life. 

0. Soil and Vegetation 

In 1965. four new post tons for the Radia¬ 
tion Protection Section were authorized and 
subsequently filled. Three of the new posi¬ 
tions were for health physicists to work n 
the X-ray survey program, and one health 
physicist to work in the radionuclide 
program. 

On July 1, 1967, the Radiation Protection 
8ect!on became the Division of Radiological 
Health as part of a Departmental organiza¬ 
tional change. 

cvuiirr oepaitvxxt ac tivi t i es in radiation 
CONTROL 

There are currently 3,801 X-ray unit* reg¬ 
istered at 2,306 Installations in the SlAtt. Qf 
the units registered 3.463 tor approximately 
01 percent) have been inspected at least 
once. At this time 3,137 (approximately 82 
percent of those registered) are In conform¬ 
ance with the regulations. About 75 percent 
of the units surveyed were either in con¬ 
formance at tho time of the survey, or were 
brought into conformance by the surveyors, 
who can make minor corrections on the spot. 

During 1968 color T.V. sets were surveyed 
in the homes of the owners at the owners 
specific request Of the 530 sets Inspected. 38 
sets were found to bo emitting 0.5 mR/hr or 
more with no obvious correlation to manu¬ 
facturer. During 1089. 487 sets were Inspected 
with 30 sets found to be emitting In execs? 
of 0.6 mR/hr. 

There are 64 radium installations registered 
all of which have been inspected with 41 
percent showing deficiencies in good health 
and safety practices that have since been 
corrected. Leak testing of radium sources 
U performed by the staff during these In¬ 
spections. At the present*, resurveys of radium 
installations are in progress. Radium utilisa¬ 
tion Is indicated as follows: 44 percent, pri¬ 
vate medical practices; 32 percent, hospital*: 
17 percent, industrial applications; and 7 
percent, educational institutions. Sixty per¬ 
cent of the total registrants are located In 
Baltimore City and employ 72 percent of the 
total radium inventory registered One-half 
of the Baltimore City registrants are practic¬ 
ing physic Inns. There are 10 hospitals reg¬ 
istered representing one-third of the total 
radium Inventory registered in the Stare 
The Department has been called upon to 
assist in searches for lost radium sources 
and In other radium incidents. There has 
been no problem of lack of communication 
on the part of mdlum users with the De¬ 
partment In these Instances. Lost radium 
sources have been located by the Department 
personnel In some cases. 

The number of applications for the utiliza¬ 
tion of radioactive material increased approx¬ 
imately 0 percent In Maryland during 1969. 
As of December 31. 1069. an additional five 
facilities were recorded as licensees of the 
UJ9. Atomic Energy Commission which had 
Issued 20 new licenses for the utilization of 


radioactive material In the State during the 
past year Two hundred and thirteen indi¬ 
vidual Maryland based licensees are using 
radioactive mnterta! as authorized by 360 ABC 
licenses. Sixty-five percent of the AEC li¬ 
censees are located In Baltimore City. Mont¬ 
gomery County. Baltimore County, and Prince 
Georges County In descending order. Ap¬ 
proximately 45 percent or 96 AEC licensees 
possess and use r. dloacttve material In Balti¬ 
more City and Montgomery County. 

Authorized use of radioactive materials 
approximates 4 5 million curies of byproduct 
material. 1.000 kgs. of special nuclear mate¬ 
rial. and 25 tons of source material. Of the 
4.5 million curies of byproduct material, 
approximately 01 percent Is authorized far 
industrial applications. I percent for medical 
diagnosis and therapy, and 8 percent for 
research and special projects. 

Health Department staff members have 
accompanied AEC Inspectors on Inspections 
cl licensees within the State for many years. 
During the lost 8 years, these accompanying 
vlsita have been mode In 95 percent of tho 
l nr pec lions. This opportunity has allowed 
Division of Radiological Health staff members 
to gain valuable experience In the conduct 
of inspections of byproduct, source, and 
special nuclear material licenses. 

In March of 1970 a new section, Nuclear 
Facilities and Environmental Surveillance 
was established within the Division of 
Radiological Health to Increase the Division’s 
capacity to deal with new problems arising 
from the expansion of nuclear power. The 
greatest potential source of manmade radio¬ 
active contamination of the environment Is 
no longer fallout from nuclear weapons test¬ 
ing. but discharges from large nuclear facili¬ 
ties. Therefore, the Calvert Cliffs Nuclear 
Power Station being constructed In Mary¬ 
land on the Chesapeake Bay by the Baltimore 
Goa and Electric Co. has been given high 
planning priorities In environmental surveil¬ 
lance and emergency procedure*. 

rtOGlAU DESCtimOll 

The Secretary of Health and Mental Hy¬ 
giene by law (Articles 41 and 43. 1965 Re¬ 
placement Volume. 1969 Supplement) has 
tht authority for regulating, licensing and 
Inspecting sources and use* of radioactive 
materials and machines and devices pro¬ 
ducing Ionizing radiation. 

The rodlatlcn control program will be car¬ 
ried nut by the Division of Radiological 
Health, an organizational division of the 
Bureau of Consumer Protection of the Di¬ 
rectorate of Environmental Health 8erv!oe». 

Laboratory services for the prgorom are 
provided by the Radiation Laboratory of the 
Division of Environmental Chemistry in the 
Buresu of Laboratories Although the radia¬ 
tion laboratory la not admintctrstlrely lo¬ 
cated tn the Division of Radiological Health: 
It operates exclusively for the Radiological 
Health Program, and receives technical guid¬ 
ance from the Division stiff, and from the 
Director of the Bureau of Consumer Protec¬ 
tion. 

Licensing and registration . The registration 
of all radiation producing machine* is re¬ 
quired except those specifically exempted In 
accordance *~!th the regulations. The regis¬ 
trant shall be subject to all applicable re¬ 
quirements of the regulation* and at the 
time of registration shall designate an In¬ 
dividual. qualified by training and experi¬ 
ence, to be responsible for radiation protec¬ 
tion practices such as: 

1. Recommending a radiation safety pro¬ 
gram adequate to meet applicable require¬ 
ments of the regulations. 

2. Olvlng instructions concerning hazards 
and safety practices. 
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3. Making surveys aa required. This regis¬ 
tration program will be similar to current 
registration activities. 

Licensing of radioactive materials will be 
required as set forth in Part B of the regula¬ 
tions. 

Licensing procedures and criteria will be 
consistent with those of the Atomic Energy 
Commission. 

General Licenses are effective by regulation 
without the filing of applications with the 
Division or the issuance of licensing docu¬ 
ments. General license* are issued for spec¬ 
ified materials under specified conditions 
when it is determined that the Issuance of 
specific licenses is not necessary to protect 
the public and occupational health and 
safety. Specific license* or amendments 
thereto are Issued upon review and approval 
of an application. A specific licensing docu¬ 
ment will be issued to named persons and 
will Incorporate appropriate conditions and 
expiration date. 

ITie Chief of the Division of Radiological 
Health and the Head of the Radionuclide 
Section will evaluate license applications. 

When appropriate, the Division will re¬ 
quest the advice of the Radiation Control 
Advisory Board with respect to any matter 
pertaining to a license application or to 
criteria for reviewing applications. A Medi¬ 
cal Advisory Committee has been appointed 
to provide advice and consultation on ap¬ 
plications for nonroutinc administration of 
radioisotopes to human beings, physician 
qualifications and research protocols. 

Inspection . Staff personnel will conduct 
Inspections of licensees and registrants to 
determine compliance wl*h regulations pro¬ 
mulgated by the Department and to deter¬ 
mine the adequacy of the radiation protec¬ 
tion program. Inspections will be performed 
under the supervision of the heads of the 
Radionuclide and X-ray Sections Three 
health physicists will perform Inspections of 
radiation producing machines. Two health 
phyaicista will perform radioactive materials 
inspections. 

Inspection frequency for radioactive mate¬ 
rial licensees will be based upon the extent 
of the hazard potential and experiences with 
the particular facility. It Is expected that all 
specific licensees will be Inspected at least 
once each 2-year period. 

The following frequency is anticipated. 


Classification 
Industrial radiogra¬ 
phy: 

Fixed installations. 

Mobile installa¬ 
tions. 

Commercial want* dis¬ 
posal operations. 
Broad licenses: Indus¬ 
trial, Medical, or 
Academic. 

Teletherapy licenses.. 


Other specific 
licenses. 


Usual inspection 
frequency 


Once each 12 
months. 

Once each 6 months. 

Once each 6 months. 

Once each <5-12 
months. 

Within <1 months of 
source installa¬ 
tion. then once 
each 12 to 24 
months. 

Once each 12 24 
months. 


Inspections will be made by prearrange- 
nvent with the licensee or may be unan¬ 
nounced at reasonable time*, as the Division, 
in Its Judgment, determine* to be most 
constructive. Consultation visits will be made 
frequently in the early years of the licens¬ 
ing and compliance program In order to 
establish understanding and cooperation It 
will be the policy of the Division to conduct 
prelicensing visits and to offer constructive 


assistance in licensing matters prior to is¬ 
suance of a license for a new application for 
radioactive material utilisation or for a 
significant amendment to an existing license. 

Inspections will Include the observation 
of pertinent facilities and equipment; a re¬ 
view of use procedures and radiation safety 
practices; a review of records of radiation 
surveys, personnel exposure, and receipt and 
disposition of licensed materials; and in¬ 
strument surveys to assess radiation levels 
incident to the operation—all as appropriate 
to the scope and conditions of the license 
and applicable regulations. 

At the start and conclusion of an inspec¬ 
tion. personal contact will be at manage men t- 
level whenever possible. Following the in¬ 
spections. results will be discussed with the 
licensee management, appropriate tentative 


recommendations will be made and questions 
answered. 

Investigations will be made of ail reported 
or alleged incidents to determine the condi¬ 
tions and exposures Incident thereto and to 
determine the steps taken for correction, 
cleanup, and the prevention of stmilar In¬ 
cidents in the future. 

Radiological assistance In the form of mon¬ 
itoring, liaison with appropriate authorities 
and recommendations for area security and 
cleanup will be available from the Division 
Reports will be prepared covering each in¬ 
spection or investigation. The reports will be 
reviewed by a senior staff member and sub¬ 
mitted to the Division Chief for approval 
In general, facilities or registrants of radi¬ 
ation machines are scheduled for Inspections 
according to the following listing: 


Priority Type 


Cemmrots 


I T ... Krqtusl Inspections. Announced or unannounced In rwpoase to requests from owner*, 

mm, In-alt b autborlika, or other responsible person? 

tl , . Follow-up Inspection*. Announced or unannounced. To Insurr correct kin ot Horn* of n«-n 

conformance noted In other Inspection activities which crr&ir 
danger to public or occupational health and mtrty 

III ... _ Initial inspections.. Announced; butiated by the Division. 

IV _ Hr inspect tom. Aniwuncrd; usually scheduled beesute of change* In the naturt 

the equipment. toclUtks. or procedures made otter eompUticn of 
the initial Inspection. 


It is the Intention of the Department to 
inspect all facilities having radiation ma¬ 
chines aa often as possible giving priority on 
the basis of workload The establishment of 
a 3-year reinspection cycle is now the De¬ 
partment goal. 

Compliance and enforcement. The status 
of compliance with regulations, registra¬ 
tion. or license conditions will be determined 
through Inspections and evaluations of in¬ 
spection reports. 

When there are Items of noncompliance, 
the licensee will be so informed at the time 
of inspection. When the items are minor 
and the licensee agrees at the time of In¬ 
spection to correct them, written notice at 
the completion of the Inspection will list 
the items of noucompliance, confirm cor¬ 
rections made at the time, and Inform the 
person that a review of other corrective ac¬ 
tion will be mode at the next inspection. 

Where Items of noncompliance of a more 
serious nature occur, the licensee will be in¬ 
formed by letter of the Items of noncompli¬ 
ance and required to reply within a stated 
time as to the corrective action taken and 
the date completed. Assurance of corrective 
action will be determined by a follow-up in¬ 
spection or at the time of the next regular 
inspection. 

Upon request by the licensee, the terms 
and conditions of a license may be amended, 
consistent with the Act or regulations, to 
meet changing conditions in operations or to 
remedy technicalities of noncompliance of 
a minor nature. The Department may amend, 
suspend, or revoke a license whenever, after 
hearing, it is determined that a licensee has 
failed to comply with the State law or reg¬ 
ulations. 

The Department will use Its best efforts to 
attain compliance through cooperation and 
education. Only in instances where real or 
potential hazards exist, or cases of repeated 
noncompliance or willful violation will the 
full legal procedure* normally be employed. 

Whenever the Department finds that an 
emergency exists requiring immediate ac¬ 
tion to protect the public health or welfare. 
It may issue an order reciting the existence 
of such an emergency and requiring that 
such action be taken as it deems necessary to 
meet the emergency Such order shall be ef¬ 
fective immediately. The Department Is em¬ 
powered to impound or order the impounding 
of sources of Ionizing radiation In the pos¬ 


session of any person who 1s not equipped 
to observe or falls to observe the provisions of 
the Radiation Protection Act or regulations 
promulgated thereunder. 

Reciprocity. The regulations provide for 
the recognition of licenses issued by the 
U-S. Atomic Energy Commission or other 
agreement States. 

Emergency response . The Division ot 
Radiological Health possesses trained man¬ 
power and equipment capability to respond 
under emergency conditions In the event of 
any incident in the State involving radio¬ 
active material. Each member of the Division 
1* subject to call on a continuous basis in 
case of any radiological emergency Com¬ 
petency exists to take complete charge of the 
radiological recovery program or to give as¬ 
sistance and guidance to another agency A 
program of mutual assistance with other 
agencies such as the police, fire, and Federal 
agencies Is actively pursued A formal plan 
for radiological emergency assistance wnll be 
prepared. 

Instrumentation . The Division of Radio¬ 
logical Health U equipped with portable area 
and personnel monitoring equipment. 

Rate meters. 

Alpha , 1 —Eberllne Model PAC— 1 SAOA 

scintillation counter. 

<a) AC-3 detector. 

(b) RASP detector. 

1 Eberllne Model PAC-ISA. 

1—Eberllne Model PAC- IS. 

(a) AC-3 detector. _ . 

I— Eberllne Model PAC-3G gas proportional 


counter. _ 

Beta Gamma . 1—Eberllne Model E500B CM 
turvey meter. 

(a) Model HP 180A detector 
4b) Model HP-177A detector 
1— Ludlum Model 14 A OM survey meter 
1 —Jordan Model 457 OM area monitor 
1—Victoreen Thyac II Model 459 GM sur¬ 
rey meter. t —. 4 ,.* 

4— Nuclear Corp of America Model CS-JOA 
Gamma. 1-Bberllne PO-1 
punma detector for use with PAC-1 SAG A. 
Integrating meters. 




meters. 

(a) 8—25 R chambers. 

(b) 3—10 R chambers. 

(c) 3—0.25 R chambers. 

(d) 3—0 025 R chambers. 
1 —Victoreen Minometer n. 
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(a) 3—0.01 R chamber*. 

(b) 10—0.2 R chamber*. 

5— Dual meter chargers. 

6— Dosimeter* (0-000 mR). 

8 - Dosimeters* (0 2R). 

4 -Dosimeters (0-20R). 

1 <anaimeter (0-10OR). 

Standby emergency equipment. 

7— CDV 700. 

2 —CDV 715. 

2 CDV 720. 

The Radiation laboratory Include* a chem¬ 
istry laboratory for the preparation of sam¬ 
ples and a counting facility. 

Laboratory Equipment, 

1—Beckman—Wtdo Beta IT—Low Back¬ 
ground Automatic Planchett Counting 

System. 

1— Beckman—Liquid Scintillation Spec¬ 
trometer Model US-133. 

1—Vlctoreen Tutlamore Model ST 400 DL 

Analyser. 

(a) 1—Monroe Model MC 10-40 paper 
tape printer. 

(b) 1—Photo volt Vartcord Model 43 atrip 
chart recorder, 

(c) 1—3 z 3 Nal crystal. 

(d) 2—2 x 2 Nol crystals. 

<e) 1—Vlctoreen 3-inch universal shield. 
1—Nuclear Measurements Carp scaler. 
Model DS1A. 

(a) 1—Internal proportional converter; 
Model ROC-1 i A. 

(b) I— Universal shield with NMC end 
window CM Detector. 

Standby Equipment. 

1—Low level Beta counting system. W R. 
Johnston Lab.. Inc.. Model D with 5-channel 
analyzer and 35 sample capacity automatic 
sample changer. 

(a) 5-inch steel shield (from Battleship 
USB. Hawaii—preatomic age steel). 

(b) 1— large window, gas now. OM coun¬ 
ter wtndow.^lO" x 8". 

(c) 1—2 pi counter. 

(d) 3—Libby foil flow counters. 

STAFF 

Current staff qualifications follow. Future 
replacements and additions will be similarly 
qualified. 


MXteroa, BUREAU OF CONSUME* PKOTECTtON 


Education and Training. 

B ^' Chcmlfl try—Johns Hopkins University, 

1935 . 

M P H. Environmental Medicine—Johns Hop- 
Sch, °° l °* Futile Health and Hygiene. 


SM. Hygiene—Environmental Health—Har- 
|£rd School of Public Health 1950 (AEC- 
Fellowahip) Summer-Brook haven National 
Laboratory. 

USPHS Training Courses: 

biological Health. Cincinnati. 

Ohio. 

betor Safety and Hazards Evaluation. 
t Cincinnati, Ohio. 

Medical X-Ray Protection. Rockville. Md. 

01 H^^Uon Accidents. Rock- 
'lue. Md. # 

Inuodueuon to Automatic Data Processing 
bT»tom. Rockville. Md 
nadlum Hazard* end Control, Rodcrllle. 


Course,; Three.week Orient*- 
r._“?., Cour, ®~< L,c *n**n« Practice**. 
Pre^UT??** . an<, Kflal '<* Activity. 
lU 4 l i^‘, ry ~ d 8ute Health Department: 

ttL 1 ™ 3.7 ChemlM — In-Charge-Eastern 
onore Chemical Lab 

' idr Indu*trt»l Health— 

in* »2 Uon In *n , umental In witabllsh- 
v.7n,„ e ”»*ronmenui radiation »ur- 

lion R * d ‘* l 'on Protection Sec- 

tl^ ^ po “ lbl ® for developing radt»- 
proteotlon program In Maryland 


1965- 1965—Chief, Division of Occupational 
Health. Supervised radiological. Indus¬ 
trial health, and air pollution programs. 

1966— Present—Director. Bureau of Con¬ 
sumer Protection. Establishes and directs 
the programs and policies and coordi¬ 
nates the operation of the four divisions 
of the Bureau: namely. Radiological 
Health. Food and MUk. Drug Control, and 
General Sanitation. 

Cltirr. DSVtSXON of eaoxolooical health 

Education and Training. 

B.S. Chemistry—University of Denver. 1948. 
Math—University of Tennessee. 1958 59. 
USPHS Training Courses: 

Basic Radiological Health. Rockville, Md . 

1963. 

Medical X-Ray Protection. Rockville, Md . 

1964. 

Radium Hazards and Control. Rockville, 
Md., 1965. 

Reactor Safety and Hazards Evaluation, 
Rockville, Md.. 1968. 

Training Conference on Nonionizing 
Radiation. Rockville. Md.. 1969. 

USA EC Training Courses: 

University: Fundamentals of Radiation 
and Healthful and Safe Management of 
Ionizing Radiation. Loyola College. 
Baltimore, Md. (essentially equivalent 
to the academic portion of the 10-Week 
Course in Health Physics and Radiation 
Protection). 1963-54. 

Orientation Course In Regulatory Prac¬ 
tices and Procedures. Bet head a. Md. 
1964 and 1966 

Applied Health Physics. Oak Ridge. Tenn. 
(3 weeks). 1967. 

Experience and Related Activity . 

1953 -54—Trustees of the Public Water Works. 
Pueblo. Colo.. Chemist. Assistant to Lab¬ 
oratory Supervisor. 

1954-60—Oak Ridge National Laboratory. 
Oak Ridge. Tenn.. Chemist Shift super¬ 
visor in High Radiation Level Analytical 
Facility. 

1960 -52 —Martin Marietta Corp.. Baltimore. 
Md. Chemist. Responsible for develop¬ 
ment of methods for radiochemical sepa¬ 
ration and purification of radioisotopic 
fuel sources. 

1962—United Nuclear Corp., Pawling. N Y. 
Chemist. Responsible for plutonium prod¬ 
uct chemistry. 

1962— U.S. Army Edgewood Arsenal Nuclear 
Defense Laboratory, Edgewood. Md. Chem¬ 
ist. Radiochemistry research and develop¬ 
ment. 

1963 Present—Maryland State State De¬ 
partment of Health. Baltimore Md. 

1963- 65—Public Health Radiation Specialist. 
Responsible for radionuclide program and 
statewide environmental radiation surveil¬ 
lance program. Assisted in X-ray registra¬ 
tion and Inspection program. 

1965 67—Head. Radiation Protection Section. 
Responsible for administration of radio¬ 
logical health program. 

1967 Present—Chief. Division of Radiological 
Health. Responsible for administration of 
radiological health program on the divi¬ 
sional level. 

PU8LIC HEALTH RADIATION SPECIALIST 

X-Ray Section 
Education and Training. 

B.S. Physic*—Loyola College. Baltimore. Md., 
1942. 

USPHS Training Courses: 

Basic Radiological Health. 

Medical X-Ray Protection. 

Occupational Radiation Protection. 
Radiation Safety In Industrial Radiog¬ 
raphy. 

Training Conference on Nonionizing Radia¬ 
tion. Rockville. Md. 


Special Courses: 

Health Physics and Radiographic Safety— 
Budd Co. 

Safe Handling of Radioisotopes—Picker 
X-Ray Co. 

USAEC Training Courses: Ten-Week Course 
in Health Physics. 

Experience and Related Activity. 

1955-65—Robert* and Randolph Ultrasonics 
Co.—Nondestructive testing including 
X-ray. 

1955-Present—Maryland State Health De¬ 
partment. Public Health Radiation Spe¬ 
cialist. Responsible for registration, utili¬ 
zation. and surveillance of X-ray installa¬ 
tions. 

PUBLIC HEALTH RADIATION SPECIALIST 

Radionuclide Section 

Education and Training. 

B3. Chemistry—Heidelberg College, Tiffin, 
Ohio, 1940. Graduute Chemistry—Ohio 
State University. 1945. 

USPHS Training Courses: 

Baste Radiological Health. 

Medical X-Ray Protection. 

Training Conference on Nonionizing Radi¬ 
ation. Rockville. Md. 

USAEC Training Course: Orientation Course 
In Regulatory Practices and Procedures. 
Experience and Related Activity. 

1948-52—General Electric Co. Richland. 
Wash.. Radlochemlst. 

1952-55—Oeneral Electric Co.. Richland. 

Wash.. Health Physics Supervisor. 
1955-58—USAEC Chicago, m. Tech. Rep.- 
Nuclear Materials. 

195852 USAEC Pittsburgh. Pa. Branch 
Chief Nuclear Materials Management. 

1962-66—Martin Marietta Corp , Baltimore. 
Md., Nuclear Materials and Licensing Rep¬ 
resentative. 

1968-Present—Maryland State Health De¬ 
partment. Public Health Radiation Spe¬ 
cialist. Responsible for licensing, utiliza¬ 
tion. and control of all radionuclides. 

PUBLIC HEALTH RADIATION SPECIALIST 

Nuclear Facility and Environmental Surveil¬ 
lance Section 

Education and Training 
B.S Mathematics—St Michael *■ College, 
Winooski Park. Vt.. 1952. 

Training Courses: 

Nuclear Instrumentation Fundamentals 
and Standardization—Brookhaven Na¬ 
tional Laboratory (BNL). 

Principles of Ftim Dosimetry (BNL). 
Reactor Theory (BNL). 

Radioactive Waste Management (BNL)* 
Environmental Surveillance (BNL). 

Hot Laboratory Equipment—Design Fea¬ 
tures (BNL), 

Fundamentals of Nuclear Engineering— 
Bethlehem Steel Co. 

Basic Radiological Health USPHS 
Experience and Related Activity. 

1952-56—UB. Navy-- Electronics and Com¬ 
munications. 

1955-50—Brook haven National Laboratory— 
Upton. N.Y„ Health Physicist—BNL 
Graphite Reactor. Health Physics Super¬ 
visor—BNL Radiochemistry Department, 
Hot Machine Shope and Hot Laboratory. 

1960- 61—Bethlehem Steel Co. Shipbuilding 
Division—Quincy. Maas , Assistant Health 
Physics Engineer—Naval Nuclear Reactor 
Project. 

1961- 68— Martin Marietta Corp . Nuclear Di¬ 
vision. Baltimore. Md.. Senior Health Phyn- 
lciwu—Chief Health Physicist 1964 

1968 70—Isotopes Nuclear Systems Division. 
Baltimore. Md. (formerly Martin Marietta 
Corp.. Nuclear Division) Chief Health 
Physic 1*1 
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] 970-Present—Maryland State Department 
of Health, Public Health Radiation Spe¬ 
cial Ut. Responsible for review of In-state 
nuclear foctllUoa and environmental 
surveillance. 

HEALTH PHYSICIST HI 
X-Ray Section 

Education and Training. 

B A. Physics—Syracuse University. Syracuse. 
NY.. 1053. 

M.A. Physics— University of Buffalo. Buffalo. 
NY. 1959. 

M A. Physics—The Johns Hopkins University. 
Baltimore. Md.. 1967. Thesis Title (M.A. 
1969) "Electron Stopping Powers of Gases 
Relative to Air". 

USPHS Training Course: Basic Radiological 
Health. 1970. 

Experience and Related Activity. 

1951-66—Rome Air Development Center, 
Rome. N Y.. Physicist (Electronic Engi¬ 
neer) (Summers). 

1963-57—The University of Buffalo, Buffalo. 

N.Y.. Teaching Assistant. 

1957-59— Roswell Park Memorial Institute. 

Buffalo. N.Y., Radiological Physicist. 
1959-68—The Johns Hopkins University. Car¬ 
lyle Barton Lab Research Staff (Rea. in 
microwaves, optics, lasers). 

1968-70—Baltimore Biological Laboratory. 
OockcysvUle, Md.. Project Engineer (Physi¬ 
cist)—Product and Instrument Develop¬ 
ment in Bacteriology and Serology. 
1970-presem—Health Physicist HI. Division 
of Radiological Health. Maryland State 
Department of Health. 

HEALTH PHYSICIST HZ 

Radionuclide Section 

Education and Training . 

B.S. Biology—Pembroke Slate Coliege. 1956. 
USPHS Training Course*: 

Basic Radiological Health. 

Medical X-ray Protection. 

Occupational Radiation Protection. 

US A EC Training Courses: 

Ten-week Health Physics Course. 
Orientation Course in Regulatory Practice* 
and Procod urea. 

Manhattan College Radiography Course for 
State Regulatory Personnel. 

Experience and Related Activity. 

1959-62—Sinai Hospital. Clinical Lab Tech¬ 
nician. 

1962-85—Strashurger and Slegal, Bacterio¬ 
logical Assays. 

1965 present—Maryland State Health De¬ 
partment. Health Physicist (X-ray and Ra¬ 
dionuclide Programs). 

HEALTH PHYSICIST H 

X-Ray Section 

Education. 

B.S. Biology—Campbell College, 1965. 

USPHS Training Course*: 

Basic Radiological Health. 

Medical X-Ray Protection. 

Occupational Radiation Protection. 
Experience. 

1966-Present—Maryland State Health De¬ 
partment. Health FhyslciM (X-Ray). 

HEALTH PHYSICIST XI 

X-Ray Section 

Education. 

BS. Physical Education—University of 
Maryland, 1965. 

USPHS Courses: 

Basic Radiological Health. 

Medical X-Ray Protection. 

Occupational Radiation Protection. 
Experience. 

1955-Present—Maryland State Health De¬ 
partment. Health Physicist (X-Ray). 


HEALTH PHYSICIST IX 

Radionuclide Section 

Education and Training. 

BA. Physics—Morgan State College, Balti¬ 
more. Md.. 1967. 

UA. Radiological Health—North Dakota 
State Unlvcratty. Fargo. N. Dak., 1969. 
Organic Chemistry—Towaon State College, 
Baltimore. Md . 1967. 

Experience and Related Activity. 

1967— Bendlx Corp., Baltimore, Md.. Reli¬ 
ability Engineer and Computer Programer. 

1968— State Department of Health. Bis¬ 
marck, N. Dak.. Environmental Health 
Trainee—Radionuclide and X-Ray Inspec¬ 
tions. 

1969— University Hospital of San Diego 
County. San Diego. Calif.—Radiation 
Safety Officer Including responsibility for 
personnel safety, monitoring, waste con¬ 
trol. and patient dose calculations. 

1970— Morgan State College, Baltimore, Md., 
Anatomy and Physiology Instructor. 

August 1970—Maryland State Department of 
Health and Mental Hygiene, Health 
Physicist—Radionuclide Program. 

BAD IOC HEM HIT 

Radiation Laboratories, Bureau of 
Laboratories 

Education and Training. 

B.S. Chemistry—John* Hopkins University. 
1957. 

USPHS Training Courses: 

Radionuclide Analysis by Gamma Spec¬ 
trometry. 

Introduction to Automatic Data Proc¬ 
essing. 

Ion-Exchange Workshop. 

USAEC Training Courses: Health Physics. 

Loyola College, Baltimore, Md. 

Special Courses: 

Theory and Operation of Channel-Ana¬ 
lyser—Vlctoreen Instrument Co. 
Radiation Chemistry—Sponsored by A.C3. 
Experience and Related Activity. 
1959-Present—Maryland Slate Health De¬ 
partment. Radlochemlst—Responsible for 
analysis of radiological surveillance 
samples. 

LABORATORY SCIENTIST I fEADZOCVfZirXSYSY) 

Radiation Laboratory Bureau of Labs 

Education and Training. 

B.8. Biology—Towaon State College, 1968. 
Additional College Courses. Towaon State 
College: 

Calculus. 

Ocneral Physics. 

USPHS Training Course: Basic Radiological 
Health. 

Experience and Related Activity. 

September 1966-January 1968—Math-Sci¬ 
ence Teaching Baltimore County. 

January 1968-January 1969—Claims Ad¬ 
justor. UB. Government. 

August 1969-present—Maryland State Health 
Department. Analysis of Environmental 
Surveillance Samples. 

LABOHATOST TECHNICIAN IRADIOCHEHtETEY > 

Radiation Laboratory Bureau of Labs 

Education and Training. 

Graduate Eastern High School—Academic 
Curriculum. 1967. 

College Courses: 

Chemistry. 

General Botany, 

Microbiology. 

Experience. 

1967-present—Maryland State Health De¬ 
portment. Environmental Surveillance 
Sample Preparation and Counting. 

[FR. Doc. 70-14173; Plied. Oct. 20. 1970; 
8:49 ajn.J 


CIVIL AERONAUTICS BOARD 

{Docket No. 22605; Order 70-10-81) 

COMBS AIRWAYS, INC. 
Order To Show Cause 


Issued under delegated authority Octo¬ 
ber 14, 1970. 

The Postmaster General filed a peti¬ 
tion on September 25, 1970, pursuant to 
14 CFR, Part 208. requesting the Board 
to establish for the above captioned air 
taxi operator, a final service mail rate of 
68 8 cents per great circle aircraft mile 
for the transportation of mail by aircraft 
between Gary and Indianapolis. Ind.. 
based on five round trips per week. There 
U no certificated service between these 
points. 

No protest or objection was filed 
against the proposed services during the 
time for filing such objections. The Post¬ 
master General states that the Depart¬ 
ment and the carrier agree that the 
above rate is a fair and reasonable rate 
of compensation for the proposed serv¬ 
ices. The Postmaster General believes 
these services will meet postal needs in 
the market. He states the air taxi plans 
to Initiate mall service with Aero Com¬ 
mander Model 500-B aircraft. 

It is In the public interest to fix, deter¬ 
mine. and establish the fair and reason¬ 
able rate of compensation to be paid by 
the Postmaster General for the proposed 
transportation of mail by aircraft, the 
facilities used and useful therefor, and 
the services connected therewith, be¬ 
tween the aforesAld points. Upon consid¬ 
eration of the petition and other matters 
officially noticed, It is proposed to issue 
an order' to include the following find¬ 


ings and conclusions: 

The fair and reasonable final service 
mail rate to be paid to Combs Airways, 
Inc., In its entirety by the Postmaster 
General pursuant to section 406 of the 
Act for the transportation of mail by 
aircraft, the facilities used and rneftd 
therefor, and the sendees connected 
therewith, shall be 68.8 rente per great 
circle aircraft mile between Gary and 
Indianapolis. Ind., based on five round 


trips per week. 

Accordingly, pursuant to the Federal 
Aviation Act of 1958. and particularly 
sections 204(a) and 406 thereof, and reg¬ 
ulations promulgated in 14 CFR. 

302, 14 CFR. Part 298, and 14 CFK 
385.16(f). 

It is ordered. That: 

1. Combs Airways. Inc., the PosUn as¬ 
ter General, and all other interested per¬ 
sons are directed to show cause why Uie 
Board should not adopt the foregoing 
proposed findings and conclusions ana 
fix. determine, and publish the final rate 
specified above for the transportation 
of mail by aircraft, the facilities used an 
useful therefor, and the services con- 

above a-" 






his oracr to show cause is not ] t 

and is not regarded as 
w provisions of 14 CTO. 

.ions will be spplioable to ^ ^^ 
x by the Mail under authority 
385 16(g). 
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the fair and reasonable rate of com¬ 
pensation to be paid to Combs Airways, 

Inc.; 

2. Further procedures herein shall be 
In accordance with 14 CFR Part 302, 
and notice of any objection to the rate or 
to the other findings and conclusions 
proposed herein, shall be filed within 10 
days, and if notice is filed, written an¬ 
swer and supporting documents shall be 
filed within 30 days after service of this 
order: 

3. If notice of objection is not filed 
within 10 days after sendee of this order, 
or if notice is filed and answer is not filed 
within 30 days after service of this order, 
all persons shall be deemed to have 
waived the right to a hearing and all 
other procedural steps short of a final 
decision by the Board, and the Board 
may enter an order incorporating the 
findings and conclusions proposed herein 
and fix and determine the final rate 
specified herein; 

4. If answer is filed presenting issues 
for hearing, the issues involved in deter¬ 
mining the fair and reasonable final rate 
shall be limited to those specifically 
raised by the answer, except insofar as 
other Issues are raised In accordance 
with Rule 307 of the rules of practice (14 
CFR 302.307); and 

5. This order shall be served upon 
Combs Airways. Inc., and the Postmaster 
General. 

This order will be published in the 
Federal Register. 

f seal] Harry J. Zink. 

Secretary. 

|PJt. Doc. 70-14170; Filed, Oct. 20. 1970: 

8:49 am.J 


Civil SERVICE COMMISSION 

DEPARTMENT OF COMMERCE 

Nofice of Revocation of Authority To 
Make a Noncareer Executive 
Assignment 

Under authority of 19.20 of Civil 
Service Rule IX (5 CFR 9 20). the Civil 
Service Commission revokes the author- 
u* the ^P^Lment of Commerce to 
ml by noncareer executive assignment in 
the excepted service the position of 
Special Assistant to the Assistant Secre¬ 
tary for Economic Development. 

United States Civil Skrv- 
ic* Commission. 

I seal] James C. Spry. 

Executive Assistant to 
the Commissioners . 

,FJt Doe. 70-MI36; Filed. Oet. 30, 1070: 
8:48 A.m.) 


FARM credit administration 

N0 M t *L 0f Revoto, 'O n of Authority To 
Moke Noncareer Executive Assign* 
went 


Under authority of §9.20 of Civl 
£ r * Ce * ulc K ‘5 CFR 9.201. the Ctvi 
co Commission revokes the author 


ity of the Farm Credit Administration to 
fill by noncareer executive assignment in 
the excepted service the position of Depu¬ 
ty Director of Short-Term Credit Service. 

United States Civil Serv¬ 
ice Commission, 

(seal! James C. Spry, 

Executive Assistant to 
the Commissioners . 

|FH. Doc. 70 14138; Filed. Oct. 20. 1970; 
8:47 AJn.) 


ASSISTANT COORDINATOR OF IN¬ 
FORMATION SYSTEMS. LIBRARY 
OF CONGRESS 

Manpower Shortage; Notice of Listing 

Under the provisions of 5 United 
Slates Code 5723, the Civil Service Com¬ 
mission has found on October 2. 1970, 
that there is a manpower shortage for 
the single position of Assistant Coordi¬ 
nator of Information Systems, Library 
of Congress, Washington. D.C. The ap¬ 
pointee may be paid for the expenses of 
travel and transportation to his first post 
of duty. 

United States Civil Serv¬ 
ice Commission. 

Iseal] James C. Spry. 

Executive Assistant to 
the Commissioners. 

IF.R. Doc. 70-14144; Filed. Oct. 20, 1970; 

8:47 Ajn.| 

FEDERAL COMMUNICATIONS 
COMMISSION 

(Docket No. 19044; FCC 70-10631 

KOTA CABLE TV CO. AND 
MINNESOTA MICROWAVE, INC. 

Memorandum Opinion and Order 
Designating Matters for Hearing on 
Stated Issues 

1. The Commission has before it: (a) 
A formal complaint filed on January 28. 
1970, by KOTA Cable TV Co. <KOTA>, a 
corporation engaged in the ownership 
and operation of community antenna 
television systems in South Dakota, 
against Minnesota Microwave, Inc* a 
miscellaneous common carrier engaged 
In point-to-point microwave radio serv¬ 
ice; (b) an answer, designated ••Reply”, 
filed on March 20, 1970. by defendant. 
Minnesota Microwave, in which there is 
a request for dismissal of KOTA's com¬ 
plaint: (c) a reply from KOTA filed on 
April 17. 1970. 

2. In Its complaint KOTA contends 
that Minnesota Microwave has acted in 
contravention of sections 201 and 202 of 
the Communications Act of 1934. Spe¬ 
cifically. KOTA avers that the defend¬ 
ant has refused to provide an unrestricted 
interconnection with KOTA’s community 
antenna relay facility at Marshall. Minn., 
at a reasonable and nondlscriminatory 
tariff rate. KOTA alleges that it origin¬ 
ally ordered two signals from the defend¬ 
ant in 1968, and thereafter defendant 


filed an application to provide such serv¬ 
ice. but an application had also been filed 
by another carrier to provide the same 
service. Consequently, in view of these 
mutually exclusive applications, the 
Commission has not authorized such 
service to Brookings. S. Dak. Subse¬ 
quently. KOTA discussed with defendant 
the possibility of installing KOTA’s own 
CARS (community antenna relay serv¬ 
ice) facility to relay one signal from 
Marshall, Minn., to Brookings, S. Dak. At 
that time, defendant was already deliver¬ 
ing three signals to a cable customer at 
Marshall. Minn., at a charge of $1,050 
per month. Allegedly, defendant stated 
that the charge to KOTA to interconnect 
at Marshall would be $400 monthly for 
all three channels. When complainant's 
CARS application was approved, com¬ 
plainant was informed that the tariff rate 
for three channels at Marshall, Minn , 
was $1,050. KOTA's position is that, since 
it merely desires one signal and defend¬ 
ant Is already providing service at Mar¬ 
shall. defendant will enjoy a windfall In 
any additional revenue through intercon¬ 
nection at this site. Moreover, complain¬ 
ant avers that defendant's stipulation of 
a 10-year contract with KOTA is not 
necessary as no capital investment is re¬ 
quired of defendant and that defendant's 
restriction of use solely to KOTA at 
Brookings, assuming a contract for serv¬ 
ice is forthcoming, unreasonably and il¬ 
legally restrains KOTA from entering 
into a sharing arrangement with other 
operators. Finally, complainant seeks 
damages equal to gross revenues lost be¬ 
cause of the delay In commencing CATV 
service in Brookings, 8. Dak., allegedly 
because of Minnesota Microwave's viola¬ 
tions of the Act. 

3. In its answer, defendant maintains 
it has not refused to make service avail¬ 
able to any customer upon reasonable 
terms nor has it unreasonably delayed 
commencement of service to KOTA. Fur¬ 
thermore, defendant avers that it never 
quoted the $400 rate for three channels to 
KOTA at the requested site and that 
KOTA is urging, in effect, that defend¬ 
ant violate the Communications Act by 
providing service at a rate lower than 
that published In its tariff. Moreover, 
defendant maintains that there is no 
basis for KOTA’s allegation that defend¬ 
ant will enjoy a windfall in any addi¬ 
tional revenue through interconnection 
at Marshall, since its charges and the 10- 
year contract provision are necessary In 
order to recoup the substantial capital 
Investment originally required of defend¬ 
ant Defendant contends that it is not 
restricting sharing; rather, it is only re¬ 
quiring that if KOTA desires to sell such 
services, it must renegotiate the terms of 
its agreement with defendant to reflect 
a Just and reasonable consideration be¬ 
tween the two parties. Finally, defendant 
cites its current provision of one channel 
of service, which it previously did not 
offer, for $600 monthly, and claims that 
the effect of this is to a large extent to 
moot the complaint. 

4. The reply of KOTA alleges that as 
a precondition to commencement of the 
present interconnection for one signal, it 
had to pay, under protest. $2,683.31 for 
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expenses allegedly incurred by defendant 
in pursuit of defendant*8 previous com¬ 
mon carrier application to provide two 
signals to Brookings. S. Dak. Also, KOTA 
maintains that It had to sign, under pro¬ 
test. a rental agreement containing the 
terms that are the subject of this dis¬ 
pute before the requested interconnection 
could take place. Moreover, KOTA urges 
its complaint has not been mooted even 
though it is now receiving service, be¬ 
cause such service is not being received 
on reasonable terms: he., the new $600 
monthly charge for one channel is exces¬ 
sive. Also, it is KOTA’S position that It 
has still not been compensated for the 
damages it allegedly sustained because 
of defendant's unreasonable delay in 
commencing service in addition to the 
economic loss it allegedly suffered by 
having to reimburse defendant for ex¬ 
penses to which defendant was not en¬ 
titled and by having to pay an excessive 
monthly rate. 

5. Upon consideration of the afore¬ 
mentioned, we conclude that substantial 
questions are presented as to whether 
defendant failed to furnish service to 
KOTA upon reasonable request therefor 
within the meaning of section 201'a) of 
the Act: whether defendant collected 
charges from KOTA that were not prop¬ 
erly tariffed within the meaning of sec¬ 
tion 203 of the Act: and whether defend¬ 
ant Is providing interconnection to 
KOTA under terms and conditions that 
are just, reasonable and free of undue 
discrimination within the meaning of 
sections 201(b> and 202(a) of the Act. 
Since the questions presented in the com¬ 
plaint cannot be resolved on the con¬ 
troverted allegations before us, this mat¬ 
ter will be designated for hearing. 

6. Accordingly , it is ordered . That, 
pursuant to sections 201 (b>, 202.203,205, 
206, 207, 208. 209, and 403 of the Com¬ 
munications Act of 1934. as amended, 
this matter is designated for hearing at 
the Commission's offices in Washington. 
D.C., at a time to be specified, and that 
the examiner to be designated to preside 
at the hearing shall, upon the close of 
the record, prepare an initial decision 
which shall be subject to the submittal 
of exceptions and requests for oral argu¬ 
ment as provided in 47 CFR 55 1.276 and 
1.277. after which the Review Board shall 
issue its decision as provided for in 47 
CFR 1 0 365 (1967). 

7. It is further ordered. That, without 
in any way limiting the scope of the pro¬ 
ceeding. it shall include inquiry into the 
following: 

(a) Whether Minnesota Microwave 
failed to provide service to KOTA upon 
reasonable request within the meaning of 
section 201(a) of the Act; 

<b> Whether the charges, practices, 
classifications and regulations for and in 
connection with the service provided to 
KOTA by Minnesota Microwave are just 
and reasonable and otherwise lawful 
under section 201(b) of the Act: 

<c> Whether the charges, practices, 
classifications, regulations in connection 
with the service provided by Minnesota 
Microwave subject KOTA Cable TV Co. 
to any unjust or unreasonable discrim¬ 
ination or give any undue or unreason¬ 


able preference or advantage to KOTA, 
or subject KOTA to any undue or un¬ 
reasonable prejudice or disadvantage 
within the meaning of section 202(a) of 
the Act: 

(d) Whether the $2,683.31 “expense" 
imposed by Minnesota Microwave upon 
complainant Is a charge for a commu¬ 
nication service within the meaning of 
section 203 of the Act. and. if so. whether 
the defendant violated the Act by not 
filing the charge before collecting it. and, 
if so, what action should be taken by the 
Commission. 

<e> Whether, in the light of the evi¬ 
dence adduced under the aforemen¬ 
tioned issues, the Commission should 
prescribe any changes in the tariff of 
defendant, as provided in section 205 of 
the Act, and. if so, the nature thereof; 

(f) Whether complainant is entitled 
to any damages as a result of any viola¬ 
tion of section 201(a), 201(b), or 202(c) 
that may be found herein, and. if so. the 
amount thereof. 

8. It is further ordered, That, defend¬ 
ant's request for dismissal of the com¬ 
plaint Is denied without prejudice; 

9. It is further ordered , That, a copy 
of this order shall be served upon the 
complainant and defendant herein who 
are hereby designated parties in this 
proceeding. 

Adopted: October 7, 1970. 

Released: October 15, 1970. 

Federal Communications 
Commission. 

I seal I Ben F. Waple, 

Secretary, 

|P-R, Doc. 70-14181; Wed. Oct. 20, 1070; 
8 42 am] 


FEDERAL POWER COMMISSION 

1 Docket No. E-7568J 

INITIAL ENVIRONMENTAL STATE¬ 
MENT ON THE PROPOSED ELEC¬ 
TRIC POWER ENVIRONMENTAL 
POLICY ACT 

Notice of Opportunity for Comment in 
Compliance With the National En¬ 
vironmental Policy Act 

Take notice that in compliance with 
the requirements of the National En¬ 
vironmental Policy Act of 1969 (NEPA). 
42 UB.C. 4321 et scq., and the Interim 
Guidelines of the Council on Environ¬ 
mental Quality <CEQ). 35 F.R. 7390. the 
Commission submits for comment the 
following initial environmental state¬ 
ment evaluating the overall environ¬ 
mental impact of the Commission's pro¬ 
posed Electric Power Environmental 
Policy Act, including therein the envi¬ 
ronmental criteria specified In I 102*2) 
<C> of the NEPA, 42 UB.C. 4332. 

Commissioners Lawrence J. O’Connor. 
Jr., and John A. Carver. Jr., have recom¬ 
mended their owm individual legislative 
approaches and do not Join in support¬ 
ing the proposal published in this notice. 

Federal, 8tate. and local agencies of 
government with Jurisdiction or special 


expertise in the matters covered by this 
notice are required by the NEPA to be 
consulted in the preparation of our en¬ 
vironmental statement. Such agencies 
and all other interested persons are in¬ 
vited to offer comments on the environ¬ 
mental impact of the legislative proposal 
as well as on the contents of the en¬ 
vironmental statement; submitted In 
compliance with the NEPA. Federal 
agencies are requested to submit com¬ 
ments no later than 30 days after pub¬ 
lication of this notice In the Federai. 
Register. State and local agencies shall 
have 60 days from the publication of 
this notice in the Federal Register in 
which to submit comments. An original 
and 14 conformed copies should be filed 
with the Secretary of the Federal Power 
Commission, Washington. D.C. 20426 
Submittals to the Commission should in¬ 
clude the name, title, and mailing ad¬ 
dress of the person responsible for pre¬ 
paring the comment. Ten copies of all 
comments dealing with environmental 
matters shall be supplied to the Council 
on Environmental Quality. 722 Jackson 
Place NW., Washington, D.C. 20506. by 
the person or agency supplying such 
comment at the time the comments arc 
filed with the Commission. 

The Electric Power Environmental 
Policy Act of 1970 (Act) is designed to 
promote and insure adequate and reli¬ 
able electric power supplies for the Na¬ 
tion by facilitating the timely construc¬ 
tion of electric generating facilities and 
EHV transmission lines upon a basis 
compatible with environmental quality. 
Harmony between the needs of the Na¬ 
tion for an adequate and reliable bulk 
power supply and the national interest 
in environmental protection is the basic 
objective of the bill. To this end the 
proposed legislation would require all 
public and private electric entities own¬ 
ing or operating bulk power supply fa- 
clUties to plan, evaluate and seek cer¬ 
tification of powcrplant sites and EHV 
transmission lines well in advance of 
commencement of construction. All such 
facilities, other than those federally 
owned or operated or within the Juris¬ 
diction of Part I of the Federal Power 
Act, 41 Stat. 1063. 16 UB.C. 791-423. as 
amended, 1 would require certification of 
site and facility by State or regional 
agencies established and operated in ac¬ 
cordance with the Act. If 8tate agencies 
are not created, the Federal Power Com¬ 
mission w’ould exercise the certification 
responsibility until such time as the 
States take action With respect to fed¬ 
erally owned facilities there would be 
FPC certification. Also, there would be 
Federal certification In those ca«es where 
State or regional procedures are estab¬ 
lished but the State agencies do not act 
upon a timely basis. The Commission 
would also be empowered to certify fa¬ 
cilities in cases where the national punn? 
interest in an adequate and reliable buiK 
power supply requires certification upon 


• Hydroelectric facilities are exempted from 
e Act because they are currently MT 
thin the licensing Jurisdiction of the roa 
sd Power Commission. 
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findings that public health and safety 
are not endangered by the proposed fa¬ 
cility and that construetion, operation 
and maintenance thereof will not cause 
irreparable damage to a necessary eco¬ 
logical system. The FPC would be au¬ 
thorized to delegate to the US. Atomic 
Energy Commission the certification of 
nuclear facilities. 

The need for this legislation has be¬ 
come Increasingly apparent as a result of 
the emergence of urgent and critical na¬ 
tional problems: the continually increas¬ 
ing demands for reliable supplies of elec¬ 
tricity and a new awareness of serious 
threats to our environmental integrity, 
especially the quality of our air and 
water. This bill reflects our judgment 
that these two important and legitimate 
concerns can be accommodated find mu¬ 
tually ameliorated by sound long-range 
Planning, the application and enforce¬ 
ment of carefully screened procedures 
and guidelines, and more intense and 
well-financed research and development. 

Nnro for Electricity 


Barring some unforeseen change in 
our cver-increaslng energy demands in 
the two decades ahead, the net electric 
power generating capacity will Increase 
from over 300.000 megawatts In 1970 to 
an estimated 1.261.000 megawatts In 
1990. Load forecasts developed In con¬ 
nection with the updating of the Federal 
Power Commission’s National Power 
Survey reveal the Nation’s 1990 electric 
energy requirements as 5.83 trillion kilo¬ 
watt hours. By way of comparison, the 
1965 energy usage was approximately 1 
trillion kilowatt hours. Based upon pres¬ 
ently known and proven technology, it 
Is believed that the operable generating 
capacity in 1990 will be 40 percent nu¬ 
clear fueled, 44 percent fossil fired. 7 per¬ 
cent conventional hydroelectric. 5 per¬ 
cent pumped storage and 4 percent inter¬ 
nal combustion and gas turbine. For 
1970. the comparable estimates are 76 
Percent fossil. 15 percent conventional 
nyaro. 1 percent pumped storage, 5 per¬ 
cent internal combustion and 3 percent 
nuclear. The number of thermal plant- 
sites of 500-megawatt capacity and above 
required by the year 1990 will call for 
about 300 new sites. 

hoad forecasts developed for the cur¬ 
rent updating of the Commission’s Na- 
uonai Power Surrey Indicate that energy 
•^ulrementa are expected to increase 
i 1 * 0 ? 11 * 06 trillion kilowatt-hours in 1965 
w 5.83 trillion kilowatt-hours in 1990 an 
increase °f 450 percent in the 25-year 
By the year 2000 it is roughly cstl- 
^ Nation’s electric energy 
^uircment* will reach 10 trillion kUo- 
hifii hour8, Capital investment of $350 
u r ?l orc is e *tlrnated to be re¬ 
nin ^ 1 ^ 1990 to install the necessary 
Plarnt and equipment. 

liye Nfttlon these problems 
of dWTcrln R degree. Areas 

tlir ^Si!l aUon dcnjsit y have occasioned 
powcr ***** and 
vrowth^fH ** 1 proWe ms. The projected 
heaviiv f gei J eratln s capacity in the 
y populated 11 Northeastern 


States • provides an example to illustrate 
these mounting electric power demands. 
A recent report 1 to the Commission in¬ 
dicates that between now and 1990 the 
power industry in these 11 States must 
build about four times as much electrical 
generating capacity as the Industry has 
provided thus far in its 80-year history. 
In other words, about four times the ex¬ 
isting capacity must be built in one- 
fourth the time to meet the projected 
public needs. Based on current prices, 
these vast undertakings will involve an 
Investment in excess of $60 billion in the 
Northeast for generation, transmission 
and distribution facilities. 

A number of important new facilities 
are threatened with dclnys for a variety 
of reasons, including objections on en¬ 
vironmental grounds. However. 84 fos¬ 
sil units and 37 nuclear units are now 
reported on schedule. Most of these units 
are scheduled for service later In this 
decade. It is quite likely that a number 
of these units will also be delayed as 
their in-service date approaches. 

Those delays attributable to environ¬ 
mental concerns have made it increas¬ 
ingly evident that environmentally-ori¬ 
ented groups as well as individual citi¬ 
zens are calling in question the construc¬ 
tion of needed facilities. It is also appar¬ 
ent that electric utilities must plan and 
design their facilities with maximum 
concern for minimizing adverse environ¬ 
mental effects. 

Much of this environmental opposi¬ 
tion Is directed at the routing and con¬ 
struction of necessary electric transmis¬ 
sion lines. Today there are approxi¬ 
mately 67,000 miles of EHV transmis¬ 
sion lines in service involving over 1.3 
million acres of land. This represents 
more than 2,000 square miles of land. 
Twenty years from today it is estimated 
that 165,000 miles or EHV lines will be 
needed to transmit power. 

Environmental Factors 

General. Inextricably associated with 
the steady Increase In power demands 
.and the resulting need for additional 
powerplant sites and transmission rights- 
of-way are several important environ¬ 
mental problems. These problems de¬ 
mand the attention and concern of the 
electric industry, all levels of government, 
and the general public. It is our convic¬ 
tion that these environmental problems, 
which principally involve the use of air, 
water and land resources within any 
given state of technology, require a bal¬ 
anced and comprehensive use of those 
resources in the light of available de¬ 
signs and electric demands. The dynam¬ 
ics of change in each of these require 
continuing analysis. The proposed bill 
provides for this. 


‘Vermont, New Hampshire, Connecticut, 
Rhode Island. Ma&whtuet:*. Delaware, New 
Jersey. New York. Pennaylvunla. Maine, and 
Maryland. 

•Electric Power In the Northeast 1070-00. 
A report to the Federal Power Commission, 
prepared by the Northeast Regional Advisory 
Committee, Dec. 2, 1068. 


It also recognizes the need for addi¬ 
tional research and study of siting. Ac¬ 
ceptable methods of using the Nation's 
resources in the production and trans¬ 
mission of electric power In future pe¬ 
riods will depend upon further techno¬ 
logical developments. Pending such ad¬ 
vances. the Nation's electric suppliers 
must use available hardware. They must 
give careful consideration to appropri¬ 
ate environmental guidelines and proce¬ 
dures. The bill we are proposing Includes 
provision for these measures through 
the certification process, and prior to 
certification through a continuous pub¬ 
lic long-range planning process by the 
industry. 

Lend. The nature of the electric energy 
demand situation, as evidenced by the 
facts and estimates act out above, in¬ 
volves the key environmental problem 
of land use planning. Thousands of 
square miles of land are already com¬ 
mitted to the generation, transmission 
and distribution of electric energy. Of 
necessity, this commitment of land will 
continue to Increase for years to come. 
Methods are and mast continue to be 
studied and developed for increased utili¬ 
zation of existing plants!tea and rights- 
of-way for the expanded powder facili¬ 
ties we need. The proposed bill would 
authorize and direct studies of new and 
evolving siting concepts relative to bulk 
power supply facilities. Steam power- 
plants i fossil fueled and nuclear > are 
and will continue for the foreseeable fu¬ 
ture to be the backbone of our power 
system. The need for vast quantities of 
cooling water in immediate proximity 
to these plants minimizes the possibility 
that a great percentage of our future 
power needs can be met by increasing 
generation at existing sites. 

Transmission rights-of-way offer real 
possibilities for safely and efficiently uti¬ 
lizing currently developed utility prop¬ 
erty prior to the opening of new areas to 
development. Nonetheless, between 1970 
and 1990 we estimate that operable cir¬ 
cuit miles of major high-voltage trans¬ 
mission will increase dramatically: 230- 
kv from 40.500 to 67.000: 345-kv from 
16.600 to 50.500 ; 500-kv from 7,500 to 
34.700 and 765-kv from 560 to 10.200. 

These new and expanded transmission 
lines are essential not only to serve the 
Nation's distribution systems but to per¬ 
form the essential service of intercon¬ 
necting systems and regions as well. The 
interconnection of the Nation's electric 
facilities in accordance with the Com¬ 
mission’s mandate in 1202 'a> of the 
Federal Power Act <16 UB.C. 824a<a>), 
viz. M iflor the purpose of assuring an 
abundant supply of electric energy 
throughout the United States with the 
greatest possible economy and with re¬ 
gard to the proper utilization and con¬ 
servation of natural resources • • ,H 
serves the dual objective of enhancing 
the reliability and adequacy of power 
services while reducing to some degree 
the need for certain types of power plant 
construction, thus serving the objectives 
of environmental protection. 


Wo. 206- 7 
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Generating plants as well as trans¬ 
mission lines require the use of large 
areas of land. For example, approxi¬ 
mately 400 acres of land are needed to 
accommodate a 3,000 megawatt nuclear 
plant. A coal-fired plant of the same ca¬ 
pacity with on-site coal and ash storage 
faculties might well require up to 1,200 
acres of land. As stated earlier, estimates 
now reveal that hundreds of new plants 
wUl be needed over the next several dec¬ 
ades. Much of this land is necessarily in 
ccologicaUy sensitive areas such as land 
adjacent to estuaries and rivers, and the 
already overburdened land around and 
in our cities. The need for cooling water 
and hydroelectric power and necessary 
access to load centers requires the uti¬ 
lization of these lands. Because some of 
this land must be developed for these 
purposes If our energy-dependent econ¬ 
omy is to survive and prosper, the proper 
determination of what land will be used 
and in what manner becomes a matter 
of paramount importance. This bUl 
would provide the mechanism and proce¬ 
dures for proper planning in these areas 
by the utiUty industry and public 
agencies. 

Water One form of environmental in¬ 
trusion that has been causing increasing 
concern is so-called thermal pollution. 
As indicated above, steam powerplants— 
both fossil fueled and nuclear—require 
vast quantities of cooling water. The 
quantity of heated water discharged by 
these plants is considerable. For exam¬ 
ple. every kilowatt hour of electric en¬ 
ergy generated by a large, modern fossil 
fuel plant results in more than a kilowatt 
hour of heat rejected at the condenser. 
Nuclear plants, hi their present state of 
technology, produce even greater quan¬ 
tities of waste heat. 

The waste heat problem has several 
aspects, including the sudden increase 
in water temperature and the more sub¬ 
tle consequences arising from gradual 
warming of the water. Sudden increases 
in water temperature may in some cases 
damage aquatic life and limit recrea¬ 
tional opportunities. The effects of grad¬ 
ual temperature build-ups on the other 
hand are widely debated. Clear answers 
concerning their environmental signifi¬ 
cance are not yet certain. It is definite, 
however, that any sustained increase in 
water temperature is a matter to be 
closely examined and evaluated In the 
planning and approval of powerplant 
sites. Advance study and public disclo¬ 
sure of these problem areas will not only 
assure a greater possibility of properly 
resolving siting problems but will foster 
timely construction as well. The Electric 
Power Environmental Policy Act of 1970, 
with its centralized and comprehensive 
method of certifying powerplant sites 
and facilities and its requirement for 
long-range Industry planning and dis¬ 
closure, promises to effectively serve 
these objectives. 

Air. Another environmental problem 
of major importance in selecting and 
operating fosidl-fucled powerplant sites 
is the pollution of the air. It has been 
estimated that almost 50 percent of the 
oxides of sulfur and 25 percent of partic¬ 


ulate matter and oxides of nitrogen 
emitted in the United States originate in 
powerplant*. By any measure these are 
substantial percentages. The present | 
scarcity of low sulfur fuels and the 
indicated shortage of developed natural 
gas reserves compound these problems 
and will continue to do so pending the 
development of more complete com¬ 
mercial sized pollution control equip¬ 
ment. In our Judgment this requires a 
careful balancing of environmental 
standards, and the satisfaction of the 
Nation's electric needs from available 
utility hardware and fuels. 

The development of new technology 
has made considerable inroads cm the 
air pollution problem and much more 
needs to be done. In the meantime, con¬ 
siderable planning and cooperation are 
needed between the electric utility in¬ 
dustry and all levels of government to 
site and operate plants In a manner that 
will assure adequate and reliable energy 
while maintaining healthful air quality 
levels. The Act proposed by tills Com¬ 
mission w'ould aid these objectives 
through the certification and planning 
processes. 

Nuclear powerplants are regarded as 
a future source of substantial amounts of 
electricity. Their environmental charac¬ 
teristics are open to discussion, but 
these plants do not present the serious 
air pollution problems Just discussed. 
They do contribute to concerns about 
thermal pollution. Additionally, atomic 
powerplants have given rise to a serious 
debate among scientists and other ex¬ 
perts regarding the dangers of radio¬ 
active contamination. Regardless of the 
merits of either side of this debate. It is 
obvious that the peculiar problems of 
nuclear installations require careful 
consideration when sites are selected. 
Long-range planning with full public 
disclosure are particularly Important in 
an area so charged with controversy. The 
procedures of our proposed bill would 
meet these considerations. 

The Criteria of NEPA 

These basic data and background in¬ 
formation are essential to a proper evalu¬ 
ation of the environmental significance 
of the siting of bulk power supply facili¬ 
ties and any legislative proposal to cope 
with the siting problem. They are also 
essential In any attempt to analyze such 
legislation within the framework of the 
criteria enumerated In 5 102(2) (C) of 
the NEPA. The criteria listed in that 
section of the NEPA do not lend them¬ 
selves as readily to an analysis of the 
environmental impact of legislation such 
as this Act as they do to individual 
projects or specific Federal problems. To 
the extent the NEPA criteria are ap¬ 
plicable. w*c believe the following points 
are relevant: 

(1) Environmental impact of the pro¬ 
posed action. This bill is designed to 
minimize environmental problems as¬ 
sociated with the construction and opera¬ 
tion of bulk power supply faculties. Its 
environmental impact will be beneficial 
In that the location, operation and nature 
of all bulk power supply facilities will be 
planned and disclosed far in advance of 


construction, thus allowing full discus¬ 
sion and resolution of the issues and en¬ 
vironmental problems involved in various 
alternative powerplant sites. Also, cen¬ 
tralized and comprehensive EHV trans¬ 
mission approvals will be carried out at 
the appropriate governmental level In 
accordance with environmental guide¬ 
lines drawn up by the CouncU on Envi¬ 
ronmental Quality. This approval process 
wiU promote the Interconnection of 
systems and regions. Certification of fa¬ 
culties pursuant to this Act wUl pro¬ 
vide that the faculty approved will be 
constructed and operated in accordance 
with applicable Federal, State, regional 
and local laws governing air, land, water 
quality and environmental considera¬ 
tions. Section 10 of the biU requires that 
aU certificates of site and faculty be 
conditioned on compliance with such 
laws. Section 16 of the bill provides strict 
penalities for failure to comply. 

<2> Adverse environmental effects 
which cannot be atwided should the pro¬ 
posal be implemented. We do not envi¬ 
sion the possibility of any adverse effects 
resulting from the enactment of this pro¬ 
posed legislation. On the contrary, adop¬ 
tion of this bill, in our opinion, wUl only 
sene to emphasize the importance given 
to environmental problems in the resolu¬ 
tion of powerplant siting problems and 
the location of transmission rights-of- 
w r ay. thus enhancing the prospects for 
the fuU and correct resolution of these 
problems. 

(3) Alternatives to the proposed ac¬ 
tion. Broadly speaking, alternatives to 
tills bill are tl> the status quo. viz., no bill 
at all or (2) some other legislative ap¬ 
proach. We believe a clear and compel¬ 
ling need for legislation in this area has 
been demonstrated. Current procedures 
for the authorization of power facilities 
are both inadequate and diffused among 
various agencies of government. ihi> 
situation is clearly unacceptable. 

After full evaluation of other possible 
legislative approaches to the dual prob- 
lems of providing adequate and reliable 
electric supplies and preservation of en¬ 
vironmental values we are convinced that 
this bill provides the best course of Ac¬ 
tion. Joint activity In the field by Federal 
and State or regional governmental en¬ 
titles in cooperation with advance indus¬ 
try planning characterizes the approach 
we advocate. The role we envision for the 
Federal Power Commission as FeaeraJ 
certifying agency recognizes this Com¬ 
mission's 50 years of experience in power 
planning and licensing. Our responsibil¬ 
ity for administering the comprehenst 
planning mandate of Part X of the Fed 
eral Power Act (16 UB.C. 803 <a> \ 

respect to hydroelectric licensing n* 5 
required our careful evaluation of er 
ronmental concerns over a long P* 
of years. The Commission would under 
take to exercise these same concern* un¬ 
der the proposed legislation in «****£, 
tion with the Council on ®* viro £™ el ^ 
Quality and other interested public and 
private agencies and groups 
the protection of the environment■ to tn 
siting of bulk power supply 

(4) The relationship between local 
short-term uses of mans environment 
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and the maintenance and enhancement 
of long-term productivity. In our Judg¬ 
ment the enactment of this proposed leg¬ 
islation will best protect the long-term 
needs of our energy-dependent economy 
by assuring adequate electric supplies in 
the years to come with minimal environ¬ 
mental degradation. For the short-term, 
this legislation is designed to facilitate 
the timely construction of bulk power 
supply facilities needed in the immediate 
future while providing comprehensive 
environmental protection. Failure to 
adopt this needed legislative remedy can 
only result in an aggravation of existing 
electric power problems in the immediate 
future without any offsetting environ¬ 
mental or economic advantages. For the 
long-term, it has become obvious that 
without the long-range planning this bill 
will require, and the streamlined but 
more efficient governmental licensing 
authority it will create, construction of 
needed facilities will not advance on 
schedule in the years ahead. 

(5) Any irreversible and irretrievable 
commitment of resources which would 
be involved in the proposed action should 
it be implemented . This bill in no sense 
commits our national resources. Rather, 
it offers the best workable framework in 
which our resources can be both devel¬ 
oped and preserved for the dual objec¬ 
tives of adequate and reliable electric 
services and environmental protection. 

We believe that it is essential to re¬ 
member that the electric power industry 
has the primary responsibility to provide 
this Nation with an adequate supply of 
electric energy. If that responsibility is 
to be met. it has become increasingly 
clear that protection of the environment 
is a major factor to be considered in In¬ 
dustry's planning. As many utility man¬ 
agements are recognizing, preservation 
and where possible, enhancement of the 
Nation’s natural environment is a duty 
and an obligation of the Industry. A 
balanced response Is needed—one which 
accommodates environmental concern 
with the need for additional utility serv¬ 
ices. This legislation will enable industry 
and government to strike the balance 
that is needed. 


With adequate protection of the en¬ 
vironment at the plantsitos and along 
the transmission rights-of-way. electri¬ 
cal energy is an environmental asset. At 
the point of consumption it is a clean 


energy supply. This is especially impor¬ 
tant in that the major centers of power 
consumption coincide with our popula¬ 
tion and industrial concentrations. 

Furthermore, electric energy is a vital 
contributor to tire success of a wide vari¬ 
ety of other essential environmental ef¬ 
forts. Much of the apparatus needed to 
ftir and water pollution is elec¬ 
trically powered, sewage treatment 
Plants being a prime example. Another 
cxampio would be mass transportation 
systems which arc taking on increasing 
importance and also depend on electric 
energy. 

** 15 . 0Ur °W n * 0D » therefore, that en- 
51 * ®ectric Power Environ- 
cntal Policy Act (for purposes of 

rt ercnc ® the text of the proposed Act 


and a section-by-sec Lion analysis arc 
appended hereto) is required by the pub¬ 
lic interest if we arc to have the electric 
energy we so clearly need while pro¬ 
viding maximum protection to our 
environment. 

To secure electric power supplies adequate 
to the demands of the Nation compatible 
with environmental quality. 

Br it Enacted oy the Sknatx and House or 

RKFOESEKTATIVKS OF THE UNITTD STATES OF 

America in Cong Russ Assembled. 

Section 1. This Act may be cited as the 
‘ Electric Power Environmental Policy Act 
of 1970/* 

Sec. 2 , The Congress, In furtherance of 
the national environmental policy as aet 
forth in the National Environmental Policy 
Act of 1900. 83 Stat. 662 (42 UJS.C. 4321 et 
aeq.), and the national electric energy policy 
as aet forth In section 202(a) of the Federal 
Power Act, 49 Stat. 848 (10 UB.C. 824a(a)), 
hereby finds and declares the national public 
interest In the environment, the interest of 
interstate commerce, the interest of public 
and private investors in electric utility fa¬ 
culties, and the Interest of consumers of 
electric energy require: 

(a) That bulk power supply facilities ade¬ 
quate to the Nation's need for a reliable elec- 
trio power supply be constructed upon a 
timely basis; 

ib) That the construction, operation and 
maintenance of such bulk power supply fa¬ 
cilities be recognized as a significant aspect 
of Air. land and water usage; 

(c) That such bulk power supply facili¬ 
ties be constructed, operated and maintained 
upon a basis consonant with the compre¬ 
hensive use of the Nation's air, land and 
water resources for all beneficial purposes, 
public and private: 

<d) That such bulk power supply facilities 
be constructed, operated and maintained In 
a manner adapted to assuring a safe, health¬ 
ful. productive, aesthetically and culturally 
pleasing environment for all of the Nation, 
including the preservation of Important his¬ 
toric. cultural, and natural aspects of the 
Nation's heritage; 

(e) That Federal, State, or regional gov¬ 
ernmental authorities be authorized and em¬ 
powered to act expeditiously in coordinating 
reviews of environmental values and In cer¬ 
tifying the construction, operation and 
maintenance of bulk power supply facilities, 
all to the end of assuring for the Nation an 
adequate and reliable supply of electric 
power through n balanced and comprehen¬ 
sive use of the Nation's air. land and water 
resources for all beneficial purposes, public 
and private; 

(f) That each electric entity and Federal 
electric entity which constructs, owns, oper¬ 
ates or maintains bulk power supply facili¬ 
ties undertake to achieve the foregoing 
through timely certification of sites and re¬ 
lated bulk power supply facilities, after ap¬ 
propriate long-range studies and planning by 
such entitles to develop m coordination with 
other entitles or utility systems long-range 
plans for future expansion of bulk power 
supply facilities on s continuous basis, and 
following timely public notice of such plans 
to other entitles. Federal, State, regional 
and local Interests; 

(g) That this long-range planning be car¬ 
ried out through the electric reliability coun¬ 
cils voluntarily established on regional and 
national bases and open to all systems com¬ 
prising the various component parts of tho 
electric utility Industry, Investor owned, pub¬ 
licly owned and cooperatively owned, and 
by participation of these councils In the 
work of the Federal Power Commission un¬ 
der section 202(a) of the Federal Power Act; 


(h) That the aforementioned certification 
procedure established at the State, regional, 
or Federal level provide for the preconstruc¬ 
tion review and approval of bulk power sup¬ 
ply facility sites and all related bulk power 
supply facilities to be constructed thereon; 
and 

(1) That a mechanism be established to 
provide Federal guidelines for the function¬ 
ing of these certification procedures by 
State, regional or Federal certifying agencies 
and that authority be granted to authorize 
the Assemamcnt of fees for administrative 
expenses of such 8tato or regional agencies. 

Sec. 3. As used In this Act: 

(a) "Electric entity" means any individ¬ 
ual or corporation which owns or operates 
bulk power supply facilities, or which will 
own or operate such facilities when con¬ 
structed. however organized or owned, 
whether investor owned, publicly owned or 
cooperatively owned. Including a "State" or 
a "municipality" as defined In aection 3(6) 
and 3(7) of the Federal Power Act. 41 SUt. 
1064: 49 Stat. 838 (16 US.C. 796). but not 
the United States or on agency, authority 
or Instrumentality thereof, or any corpora¬ 
tion which directly or Indirectly la wholly 
owned by the United States. Its agencies, au¬ 
thorities or Instrumentalities: 

(b) "Federal electric entity" means the 
United Staten, an agency, authority or in¬ 
strumentality thereof, or any corporation 
which directly or Indirectly Is wholly owned 
by tho United Btatea. Its agencies, authori¬ 
ties or lnstrumenuiitica, and which owns or 
operates bulk power supply facilities, or 
which will own or operate such facilities 
when constructed; 

<c) "Bulk power supply facilities" means 
electric generating equipment and associated 
facilities designed for. or capable of. opera¬ 
tion at a capacity of 300.000 kilowatts or 
more, or electric transmission linen and as¬ 
sociated facilities designed for. or capable of, 
operation at a nominal voltage of 230 kilo¬ 
volts or more, between phase conductors for 
alternating current or between poles for di¬ 
rect current, but do not tnclude any facili¬ 
ties licensed pursuant to Part I of the Fed¬ 
eral Power Act. 4! 8taL 1063. as amended (16 
U8.C 791a 623); 

(d) "Federal certifying agency means the 
Federal Power Commission or the U S Atomic 
Energy Commission If designated by the 
Federal Power Commission with respect to 
nuclear facilities falling within the definition 
of bulk power supply facilities; 

<•) "State or regional certifying agency" 
means the 8late or regional agency or au¬ 
thority authorized and empowered to carry 
out the certifying responsibilities provided 
for In this Act within the 8tate or States 
affected; 

(f) "Regional" means comprised of two 
or more States; and 

(g) "Commence to construct" means any 
clearing of land, excavation, or other action 
that would adversely affect the natural en¬ 
vironment of the site or route of bulk power 
supply facilities, but does not Include 
changes needed for temporary use of sites 
or routes for nonutlllty purposes, or uses In 
securing geological data. Including necessary 
borings to ascertain foundation conditions. 

Set. 4(a) The Congress hereby author¬ 
izes and directs that each electric entlt, and 
Federal electric entity pursuant to rules and 
regulations established by the Federal Power 
Commission, shall prepare annually Its long- 
range plant for bulk power supply facilities, 
which plans may be part of a single regional 
plnn and shall: 

(1) Include a description of the general 
location, slxe and type of all bulk power sup¬ 
ply facilities to be owned or operated by such 
entity and whose construction la projected 
to commence during the ensuing 10 years or 
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during such longer period a* the Commu¬ 
nion may determine, together with an Identi¬ 
fication of ail existing utility fucllltlca to he 
removed from utility service upon comple¬ 
tion of construction of such bulk power 
supply facilities; 

(21 Include a description of such entity’s 
efforts to coordinate the bulk power supply 
facility plans identified therein with those 
of other eutitles so as to provide a coordinated 
regional plan for meeting the overall electric 
power needs of the region; and 

(3) Include a listing of governmental au¬ 
thorities. Federal, State, regional or local, 
having Jurisdiction In respect to environ¬ 
mental, siting and certification matters af¬ 
fecting the construction, operation or main¬ 
tenance of such bulk power supply facilities, 
together with the addresses of the principal 
places of business oi such authorities and 
the person or persons to whom interested 
parties may direct comment* or petitions. 

Sac. 4(b), Each electric entity and Federal 
electric entity, shall give initial public notice 
of its plans referred to In subsection (a), by 
fiUug annually a copy of such plans with the 
Federal Power Commission, appropriate state 
or regional certifying agency or agencies, 
other affected Federal. State, regional and 
local governmental authorities, and citizens' 
environmental protection and resource plan¬ 
ning groups requesting such plans. In addi¬ 
tion. each electric entity and Federal electric 
entity shall give further public notice an¬ 
nually of these portions of its plans which 
project the commencement of construction 
of bulk power supply facilities within the 
immediately succeeding 2-year period, which 
notice shall Identify the specific site of such 
facilities and provide a detailed description 
of the facilities proposed; said notice shall 
be served upon the above-mentioned govern¬ 
mental authorities and shall be published 
once each week for 4 weeks in a dally or 
weekly newspaper published or circulated on 
a regular basis In the county or counties in 
whloh the proposed facilities or any part 
thereof are to be located: Provided. That with 
respect to bulk power supply facilities under 
construction on the date of enactment hereof, 
no notice need be given and with respect to 
those facilities for which construction is to 
commence within 2 year* from the date of 
enactment, such newspaper publication no¬ 
tice shall be given by one publication within 
00 days following enactment. 

Sec. 6(a) The several States are hereby 
afforded a period of 24 months from the 
date of enactment hereof, within which to 
establish legal authorities and procedures for 
the certification of altea and related bulk 
power supply facilities of any electric entity 
by a designated State or regional certifying 
agency. These State or regional certifying 
agencies shall be established and adminis¬ 
tered In accordance with the requirements 
of section 7 hereof, and with published en¬ 
vironmental guidelines to be prepared and 
published by the Council on Environmental 
Quality after consultations with Interested 
Federal and State representatives, which 
guidelines may be revised from tlme-to-tlme 
after similar consultation It la a purpose 
and requirement of this Act that the State 
authorities and procedure* provide for. and 
insure, a systematic correlation of all laws, 
governmental policies, rules, regulations and 
orders governing air, land, and water envi¬ 
ronments. and the construction, operation, 
and maintenance of bulk power supply fa¬ 
cilities within those environments, so os to 
facilitate an integrated decision by the State 
or regional certifying agency on environ¬ 
mental and electric poorer resource matters, 
and to obviate the need or basis for duplicat¬ 
ing Independent proceedings by State agen¬ 
cies or departments charged with the admin¬ 
istration or enforcement of environmental 
laws, rules, regulations, or orders which affect 


the construction, operation, or maintenance 
of such bulk power supply fodllttee These 
requirements for procedural simplification 
and the manner and method of applying en¬ 
vironmental substantive law to the construc¬ 
tion, operation, and maintenance of bulk 
power supply facilities through an integrated 
decision of the certifying agency shall be 
oouclusivc as to all environmental questions 
affecting certificated bulk power supply 
facilities. 

Sec. 6(b) The Governor of each State 
which establishes such legal authorities and 
procedures shall notify the Federal Power 
Commission of that fact, and thereupon the 
Commission. If K finds such authorities And 
procedures to be in accord with the require¬ 
ments of this Act. including the environ¬ 
mental guidelines of the Council on Envi¬ 
ronmental Quality, shall issue a Certificate of 
Qualification of Procedure with respect to 
each such State, which Certificate shall be 
subject to revocation by the Commission for 
failure of the 8tate to observe said require¬ 
ments, but, until revoked, shall constitute 
conclusive evidence of the Invocation of the 
certification authority of this Act by said 
State and of its authority to exercise the pro¬ 
visions of section 6 hereof, for such lime 
period as the Certificate remains effective. 

Sbc. 6(c) If. within 24 months from the 
date of enactment hereof, legal authorities 
and procedures are not established for the 
certification of sites and related bulk power 
supply facilities within one or more of the 
several 8iates. and qualified in the manner 
as set forth in subsection (b), the Federal 
certifying agency shall have oxcluslve au¬ 
thority to issue a certificate of site and fa¬ 
cility with respect to any bulk power supply 
facility of any electric entity wtthln any said 
State or States. With respect to each such 
State the authority of the Federal certifying 
agency shall contlnuo until such State or 
States have established legal authorities and 
procedures and have obtained a Certificate 
of Qualification of Procedure. Any proceed¬ 
ings for the certification of nites and bulk 
power supply facilities which are pending 
before the Federal certifying agency on the 
date of issuance of any Certificate of Quali¬ 
fication of Procedure by the Commission, 
shall continue to be proceedings subject to 
the authority of the Federal certifying 
agency and shall require a Federal certificate 
before construction shall commence, except 
that the Federal certifying agency may In 
Us discretion transfer such proceeding to the 
appropriate 8tate or regional certifying 
agency. 

8cc. 6(d) The Federal Power Commission, 
prior to denying or revoking a Certificate of 
Qualification of Procedure in respect to mat¬ 
ters arising under subsection (b). shall con¬ 
sult with the Governor or Governors of the 
State or States involved, informing each of 
the particular respects In which the State or 
regional certifying agency's authorities or 
procedures fall to comply with the require¬ 
ments of this Act, Including published guide¬ 
lines of the Council on Environmental Qual¬ 
ity, and shall afford each State affected a 
reasonable time to respond and to make 
appropriate changes. 

Sec. 6(e) Any State dissatisfied with the 
action of the Federal Power Commission 
denying or revoking a Certificate of Qualifi¬ 
cation of Procedure as referred to in subsec¬ 
tion (b) may appeal to the U.S. Court of 
Appeals for the circuit In which such 8l*te 
Is located, with service of the summons and 
notice of appeal at any place within the 
United State®, and the court shall have Juris¬ 
diction to affirm the action of the Commis¬ 
sion, to set it aside in whole or In part, and 
for good cause shown, to remand the cane to 
the Commission for further deliberation: 
Provided. That any findings of fact of the 
Commission supported by substantial evi¬ 


dence shall be conclusive: Provided further, 
That, any Judgment of tho court shall be 
subject to review by the Supreme Court of 
the United States upon certiorari or certifi¬ 
cation as provided In section 1254 of title 28. 
United 8tatea Code. Upon the filing of an 
appeal, the Clerk of the Court of Appeals 
shall forthwith transmit a copy of the notice 
to any member of the Commission and there¬ 
upon tho Commission shall file with the 
court the record upon which the appealed 
action was entered, as provided In section 
2112 of title 28. United States Code. Upon the 
filing by the Commission of the record the 
Jurisdiction of the court shall be exclusive. 

Sbc. 6 Each State or regional certifying 
agency qualified pursuant to a Certificate of 
Qualification of Procedure is hereby author¬ 
ized to assess and collect annually, fees in a 
Just and equitable manner from every elec¬ 
tric entity operating within the Jurisdiction 
of the legal authorities and procedures of 
said agency, such assessment and collection 
to be in an amount each year up to but not 
in excess of the coat of administration of the 
qualified agency's certification program for 
the year, including the coat of personnel but 
excluding therefrom any costs met by the use 
of Federal funds 

Sec. 7(a) Effective upon and after 34 
months from the date of enactment of this 
Act, no electric entity shall commence to 
construct bulk power supply facilities, within 
a State or States unless there shall have 
been obtained from such State or States a 
certificate of site and facility with respect 
to those facilities, issued by a qualified State 
or regional certifying agency. If after 24 
months from the date of enactment of this 


Act there la no qualified State or regional cer¬ 
tifying agency In one or more of the several 
States, no electric entity shall commence to 
construct bulk power supply facilities within 
said State or States unless there shall have 
been obtained from the Federal certifying 
agency a certificate of site and facility with 
respect to such bulk power supply facilities 
to be constructed within said States or States 
by any such electric entity. 

Sec. 7(b) All applications by any electric 
entity for a certificate of site and facility 
whether applied for pursuant to Jurisdic¬ 
tion of a State or regional certifying agency 
or Federal certifying agency, shall be filed 
with the agency not less than 2 years prior to 
the date of commencement of construction or 
the affected bulk power supply facilities, and 
os a prerequisite to such filing, the electric 
entity shall have compiled with the notice 
provisions of section 4 hereof. 

Sbc 7(c) Each State or regional certifying 
agency and the Federal certifying agency as 
a port of their respective actions In ocrtt&Uiff 
sites and related bulk power supply tmejl ties 
of electric entitles hereunder, shall find that 
the construction, operation and maintenance 
of said faculties under the conditions or tne 
certificate are consonant with and necessary 
for comprehensive utilisation of .lr land 


*ea. public and private. 

Sec. 7(d) It is the Intent of Congress that 
ly State or regional certifying “ 

ederal certifying agency ahab eocipl«“ 
;tlon on each application died PU" u * n ‘ 
ic authority of ihla Act within U»e*-yj*j 
rrlod prior to construction as P'° vl i! 
ndcr the procedure, of subsection <*>)• 
uldellnc* to be publishedI by the Coun^ 01 ] 
nvlronmental Quality 

mm extent possible, facilitate theac m 
llshment of these objective*, rat a P*^ 
r 48 months from the date 
ereof. any of the provision* of 
, waived by the certifying agency in 
> (lied application, of .*S U . h J pr<>- 

xxl cause shown. Compliance wit . 

Mlure* of section 4 hereof in respect to pi 
mg.^Ung snd public notice requirement* 
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shall constitute prlma facie evidence of 
timely discloetire of construction plans in 
nupport of petitions for expedition of pro* 
feedings involving the noticed hulk power 
supply facilities In all courts and administra¬ 
tive agencies of the United States and of the 
several States. 

Sac. 7(e) The provisions of section 5 and 
subsection (a) of this section notwithstand¬ 
ing. any electric entity may petition the Fed¬ 
eral certifying agency for a certificate of site 
and facility based upon the entity's allowing 
to that agency of a failure of a State or 
regional certifying agency or agencies to act 
upon a timely basis with respect to any 
application of such electric entity for a State 
or regional certification; and that as a result 
thereof the public interest In an adequate 
and reliable regional bulk power supply im¬ 
peratively and unavoidably requires a deci¬ 
sion with respect to such certification. The 
Federal certifying agency shall prescribe by 
regulation the facts necessary to constitute 
the basts of such showing, giving due consid¬ 
eration to the effect upon adequacy and reli¬ 
ability of electric supply of the lack of timely 
or conclusive action by the State or States 
concerned. Upon a finding by the Federal 
certifying agency, that adequate and reli¬ 
able regional bulk power supply will be 
materially impaired by reason of the fact 
that a State or States have failed to act upon 
a timely basts, the Federal certifying agency 
shall effective upon the date of such finding, 
have jurisdiction to act In these circum¬ 
stances, removing from the State or States 
concerned, any basis upon which to pro¬ 
ceed further in respect of State or regional 
certification of the affected bulk power sup¬ 
ply facilities. The Federal certifying agency 
shall accord priority to all petitions for cer¬ 
tificates of site and facility filed under this 
subsection and shall resolve them In accord¬ 
ance with the criteria of subsection (©) of 
this section. 


Sw. 7(f) The Federal certifying agency 
shall also have exclusive jurisdiction to act 
with respect to the certification of any bulk 
power supply facility of any electric entity 
effective upon the date when It shall find 
that construction, operation and mainte¬ 
nance of the facility is essential to maintain 
an adequate and reltAble regional bulk power 
supply and that public health and safety will 
r>ot be endangered by tho construction, 
operation and maintenance of such bulk 
Power supply facility and which has not 
wn shown affirmatively to cause Irreparable 
damage to a necersary ecological system. The 
rederaj certifying agency may implement 
jurisdiction in those circumstances upon Its 
own motion or upon petition, and shall 
notify any affected State or regional certify¬ 
ing agendas of its intention to act. The Fed- 
^al certifying agency, when acting under 
hl» subsection, shall apply the criteria of 
jubaection (c) recognising the necessity of 
glancing environmental considerations and 

J?h*Kt* Uon,U lnter «^ *n an adequate and 
ratable regional bulk power supply. 

S«c. 8(a) The consent of the Oongress Is 
Z™* * lT r n two or more States to ne- 
and *nter Into agreement* or com- 
ln with any law or treaty 

’ , * State* lor cooperative effort 

22S5 1 AssUu nce in certificating sites 
******* bulk power supply facilities of 
t€ * the enforcement of their 
Uw * U^reon. and for the eatab- 
tfxment of such authorities or agencies. 
ab> tZ. ** they may deem dcoir- 

c jys^ m plementing such agreements or 

®}*> 11 U thc lnt * nl of Congress to 
MctioZZhl cooperative procedures and Joint 
Pacu L/ the aeveral SUil **' including com- 
nSZf**?* the 8t *tes. to coordinate and 
Effect K,ftw V,r0nmrntAl considerations which 
1 buIk Power supply facilities Tn the ex¬ 


tent practicable, the Federal Power Commis¬ 
sion shall encourage the enactment of uni¬ 
form State law* providing for the certifica¬ 
tion of site* and retated bulk power supply 
facilities so as to facilitate timely construc¬ 
tion. operation and maintenance of such fa¬ 
culties by aU electric entitles upon a basis 
consonant with the comprehensive use of 
the Nation's air. land and water resource* for 
all beneficial purposes, public and private. 

Sac. 0(a) Effective upon and after 24 
months from the date of enactment of this 
Act. no Federal electric entity shall com¬ 
mence to construct bulk power supply facul¬ 
ties unless there shall have been obtained 
from the Federal certifying agency a certifi¬ 
cate of site and facility with respect to those 
facilities. 

See. 0(b) The Federal certifying agency as 
a part of its actions in certifying sites and 
related bulk power supply facilities of Fed¬ 
eral electric entitles hereunder, shall find 
that the construction, operation and main¬ 
tenance of said facilities under the condi¬ 
tions of the certificate, are consonant with 
and necessary for comprehensive utilization 
of air, land and water resources for all bene¬ 
ficial purposes, public and private. 

Sac. 0(c) The filing requirements of sec¬ 
tion 7(b) hereof, shall apply to all Federal 
electric entitles which seek certificates of site 
and facility under subsection (a) of this 
section. 

See. 0<d) All provisions of section 7(d) 
hereof shall be deemed restated In the con¬ 
text of this section and shall apply to all 
matters arising under this section. 

See. 10(a) Each certifying agency acting 
pursuant to sections 7 and 0. shall recognize 
the national policies and Interest* In har¬ 
mony between man and hi* environment; in 
a balanced ecology, through the interrela¬ 
tion of the Nation's natural environment and 
the development of Its resources; and. within 
that balance, a necessary development of the 
Nation's electric power resources adequate 
to the physical and economic welfare of the 
Nation and lta citizens Findings of the 
certifying agency ln respect to certificated 
sites and related bulk power supply facilities 
shall reflect the agency's consideration of 
all relevant factor*. Including, without lim¬ 
itation a* to the following enumeration, 
those factors affecting adequacy and relia¬ 
bility of electric power supply, environmen¬ 
tal laws and regulations, ecological effects, 
the nature and character of available air. 
fuel. land, and water resources, the state of 
technological developments and change* in 
the arts, as well as public health, safety, 
and economic considerations. Including the 
interests of consumers of electric utility 
services and public and private investors 
therein. The comprehensive beneficial utili¬ 
zation of resources standard for certification 
by authority of this Act. shall be applied by 
each 8tate. regional, or Federal certifying 
agency in recognition of changing physical 
conditions and circumstances, together with 
changing legal requirements affecting air. 
land, and water environments and other 
factors. The interpretation of any section of 
this Act shall be rendered with due regard 
to these underlying Congressional policies 
and purposes. 

Src 10(b) Certificates of site and facility 
as referred ln sections 7 and 0 shall show as 
a part and condition of the certificate ac¬ 
ceptance thereof by the electric entity or 
Federal electric entity and agreement to 
comply with the requirements of this Act. 
and condition* of the certificate which shall 
Include an express undertaking to comply 
with all applicable Federal. State, regional, 
and local Laws governing air. land, water 
quality or other environmental considera¬ 
tions. Also, they shall show actions and 
agreement of the electric entity and Federal 
electric entity to meet and accomplish the 


objective* of section 202(a) of thc Federal 
Power Act. regarding reliability and adequacy 
of electric service. Other terms and condi¬ 
tions of the certificate shall be aa the certify¬ 
ing agency shall find as necessary or appro¬ 
priate to meet the purposes of this Act. The 
affected bulk power supply facilities shall be 
constructed, operated and maintained In ac¬ 
cordance with the terms and conditions of 
the certification. 

See. 10(c) Certificates of &itc and facility 
issued in accordance with the provisions of 
this Act shall be final and conclusive subject 
only to such Judicial review of a State or 
regional certifying agency certiflcation as 
may be provided for under the laws of any 
State, or such Judicial review of the Federal 
certifying agency certification as U provided 
for under section 18 hereof. 

Sxc, 11 An electric entity holding a cer¬ 
tificate of site and facility as referred to ln 
section 7. and which cannot acquire by 
contract, or Is unable to agree with the 
owner of property a* to compensation to bo 
paid for the necessary rights-of-way or other 
property to construct, operate and main¬ 
tain the certified bulk power supply facilities, 
may acquire the same by the exercise of the 
right of eminent domain in the district court 
of the United States for the district in which 
such property may be located, or ln the Slate 
courts. In any proceeding brought ln thc dis¬ 
trict court of the United State*, the peti¬ 
tioner may file with the petition or at any 
time before Judgment a declaration of taking 
ln the manner and with the consequences 
provided by sections 1. 2. and 4 of the Act 
of February 28. 1931. 46 6tat 1421-1422; 
(40 USC. 2A8a. 26gb. 258d), and the peti¬ 
tioner shall be subject to all of the provisions 
of said section which are applicable to the 
United State* when It file* a declaration of 
taking thereunder. 

Sxc 12 Any electric entity or Federal elec¬ 
tric entity which holds a valid certificate of 
site and facility as referred to in section 7 
or section 9 shall be entitled to acquire 
rights-of-way on public lands and reserva¬ 
tions of the United States Insofar as they 
may be necessary to proceed with the con¬ 
struction of the certificated bulk power sup¬ 
ply facilities, upon terms and conditions 
relating to land use to be specified by the 
respective department or agency under whose 
general supervision such lands fall and for 
periods not greater than 90 years. 

Sec. 13 The Federal Power Commission Is 
authorized and directed to make studies of 
new and evolving siting concepts relative to 
bulk power supply facilities in consultation 
with interested Federal. State, regional and 
local governmental authorities and others. 
The Commission shall make public the 
results of Jta studies. 

Sec. 14(a) To serve the purposes of this 
Act. and further the policies and goals of 
the National Environmental Policy Act of 
1989. the Congress authorizes and directs 
that all public laws of the United States, 
which relate to matter* of concern herein, 
shall be interpreted and administered so os 
to insure a systematic correlation of all laws, 
governmental policies, rules, regulations, and 
orders governing air. land, and water environ¬ 
ment*. and the construction, operation and 
maintenance of bulk power supply facilities 
within those environment*. At such time as 
the Federal certifying agency shall request, 
any department or agency of the Prdcral 
Government which Is charged with respon¬ 
sibility to administer or enforce any law 
governing air. land, water quality or other 
environmental requirements affecting any 
bulk power supply facility failing within the 
purview of this Act. shall consult with, and 
make available to. the certifying agency in¬ 
formation. data, recommendations, findings 
and conclusions so as to facilitate an Inte¬ 
grated decision by thc certifying agency on 
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environmental and electric power resource 
matters, and to obviate the need or basis for 
duplicating independent proceedings by 
agencies or departments charged with the 
administration or enforcement of environ¬ 
mental laws, rules, regulations, or orders, 
which affect the construction, operation, or 
maintenance of such bulk power supply 
facilities. These requirements for procedural 
simplification and the manner and method 
of applying environmental substantive law 
to the construction, operation and mainte¬ 
nance of bulk power supply facilities through 
an integrated decision of the certifying 
agency shall be conclusive as to all environ¬ 
mental questions affecting certificated bulk 
power supply facilities 

Site. 14(b) Pursuant to the requirement of 
the National Environmental Policy Act of 
1969, 83 Stat. 854 (42 U.S.C. 4333), all depart¬ 
ments and agencies of the Federal Govern¬ 
ment shall Include within thetr proposals to 
the President all measures required to bring 
their respective authorities and policies into 
conformity, as may be neceasary by reason 
of this Act. 

Sec. 14(c) All departments and agencies of 
the Federal Government shall make avail¬ 
able to the various certifying agencies staff 
experts. Information and technical assistance 
upon request or as provided for In the guide¬ 
lines of the Council on Environmental 
Quality. Upon the request of one or more 
States for a study of a specific siting or 
routing affecting any bulk power supply 
facility appropriately directed to a Federal 
department or agency, said department or 
agency shall undertake, to the extent prac¬ 
ticable. such study In cooperation with other 
Interested Federal. State, and local agencies 
and make Its findings available to all 
concerned. 

Sec. 15(a) The provisions, policies, and 
goals set forth In this Act supplement those 
set forth In existing laws of the United 
States. 

Sec. 15(h) For purposes of this Act, the 
Federal certifying agency when acting pur¬ 
suant to section 7 hereof, shall request the 
Governor of each State which has not estab¬ 
lished authorities and procedures qualified 
In the manner of section 5 hereof, to furnish 
to the agency Information, data, recommen¬ 
dations, findings, and conclusions ao as to 
facilitate an integrated decision by the 
Federal certifying agency on environmental 
and electric power resource matters The 
Federal certifying agency need not nek the 
respective Individual views of State agencies 
or departments in these circumstances. 

Sac 15(e) The provisions of this Act shall 
in no way alter or affect the Jurisdiction of 
the Council on Environmental Quality or 
the requirements of tho National Environ¬ 
mental Policy Act of I960, except that the 
detailed statements required by section 102 
(2) (C) thereof, 83 Stat. 853 (42 U8.C. 4332). 
shall not be required for any Federal actions 
with respect to bulk power supply facilities 
which require a certificate of site and faculty 
pursuant to section 7 or 0 of this Act. 

8*c 16 For purpose* of administration 

and enforcement of the provisions of this 
Act the following provisions of the Federal 
Power Act shall be deemed restated In the 
context of this Act. and the authority therein 
conferred shall be deemed a part of this 
Act. Interpreted pursuant to the appropriate 
definition* set forth in section 8 of this Act. 
and section 3 of the Federal Power Act: 
Section 209. 40 Stat. 853 854 <16 VAX), 

824b); Section 304.49 Stat. 855-856 < 18 C3.C. 
825c): Section 306. 49 Stat. 856 (18 UB.C. 
825©); Section 307. 49 Stat. 856-858 (16 
U.B.C. 825f); Section 308, 49 Stat. 858 (16 
US.C. 82ftg): Section 309. 49 Stat. 858-850 
(18 U8.C. 825h): Section 310. 49 Stat. 850. 
as amended October 28. 1949. 63 Stat. 972 (16 
U8.C. 8251); Section 313. 40 Slat. 860-861. 


as amended August 28, 1958. 72 Stat. 947 (16 
U8.C. 6251); Section 314. 49 Btat B61 (16 
U8 C. 825m); Section 315. 49 Stat. 861-862 
(16 VAC. 825n); Section 318. 49 Stat. 862 
(16 UBC. 825o); Section 317. 49 Stat. 862 
(16 US.C. 825p>. 

Sectional Analysis 

Section 1—Short title. 

POLICY PREAMBLE 

Sec. 2—Congressional findings and public 
policy reasons for legislation and particular 
provisions of this bill: 

TO further the policy purposes of the 
National Environmental Policy Act of i960; 

To further the National energy policy of 
the Federal Power Act; 

To act in the interests of environmental 
protection. Interstate commerce, investors 
and consumers; 

2(a)—Finding that timely construction of 
bulk power supply facilities is basic to 
reliabiUty: * 

2(b)— Finding that bulk power supply 
facilities have a significant Impact on air. 
land and water usage; 

2(c)—Determination that air. land, and 
water resources for power and other purposes 
must be used comprehensively for all pur¬ 
poses: in esaence that all uses must be 
balanced; 

2(d)—Conclusion that environmental 
values must Include aesthetic and other 
factors; 

2(e)—Finding that this balancing of vari¬ 
ous uses must be done expeditiously: and 
that a mechanism for certification procedures 
is needed, which will coordinate all State 
and local, regional and Federal interests; 

2(f)—Determination that this expedition 
and coordination will b© facilitated by ad¬ 
vance planning of utilities on coordinated 
and regional bases, and with advance public 
disclosure of such plans; 

2(g)—Finding that this obligation for 
long-range planning should be discharged 
through the work of the industrywide struc¬ 
ture or National and regional electric reli¬ 
ability councils which are to be open to all 
systems, regardless of size or ownership char¬ 
acteristics. investor owned, publicly owned 
or cooperatively owned; and that such coun¬ 
cils are to achieve as their objectives the 
policy objectives of section 202(a) of the 
Federal Power Act; 

2<h)—Conclusion that the certification 
mechanism should function at the time of 
site utilization and prior to construction of 
facilities; and 

2(1)—Determination that State (or re¬ 
gional. If more than one State) certification 
procedures should be formulated In respect 
to Federal guidelines, and that when such 
procedures are established, the costs of ad¬ 
ministering State certification programs are 
to be borne by the affected utility suppliers. 

smsmoM* 

Sec. 3—Definition section covering par¬ 
ticular terms used In the bill: 

3(a)—Describes one of two types of regu¬ 
lated parties, “electric entitles** which are 
all non-Federal systems which own or operate 
“bulk power supply facilities’*; “electric en¬ 
titles" include States, municipals, individ¬ 
uals. corporations, cooperatives and any 
other types of organizations; 

3(b)— Describes the other typ© a* “Federal 
electric entity”; •«., the Tennessee Valley 
Authority and the Bonneville Power 
Administration; 

3(c)—Identifies “bulk power supply facu¬ 
ities” as electric generating equipment of 
300.000 kilowatts or more and transmission 
lines of 230 kilovolts and higher, together 
with associated facilities; but not including 
any facilities licensed under Part I of the 
Federal Power Act; 


8(d)—Identifies the Federal Power Com¬ 
mission as the designated Federal agency to 
certificate sites and facilities and the U8, 
Atomic Energy Commission, If designated by 
the FPC to certificate nuclear facilities; 

8(e)—Identifies the State or regional agen¬ 
cies which may certificate sites and 
fac times; 

3(f)—Defines “regional” as two or more 
States; and 

3(g)—Defines the point of commencement 
of construction in terms of site preparation 
excluding geological exploration and non- 
utility uses. 


PLANNING NOTICE 


Bxc. 4—Establishes as a statutory require¬ 
ment a duty of all "electric entitles** ami 
Federal electric entitles" to plan and co¬ 
ordinate their bulk power supply facilities 
on a long-range basis and with reference to 
regional bulk power needs: and a duty to 
disclose those plans annually to all con¬ 
cerned. including the general public: 

4(a)—Authorizes the Federal Power Com¬ 
mission to issue rules and regulations. 

4(a) (1)—Requires, as a part of the plan, 
the identification of all bulk power supply 
facilities • • • general location, size and 
type • • • which any entity (electric or 
Federal) projects for construction during the 
following 10 years or longer period as fixed 
by the Federal Power Commission: 

The Identification of existing utility facil¬ 
ities of any sixe or voltage which would be 
removed from service upon completion of 
construction of the projected bulk power 
supply facilities; 

4(a)(2)—Requires a disclosure by each 
entity of the actions which It took to coordi¬ 
nate tu bulk power supply planning with 
the planning of other entitles In the inter¬ 
ests of arriving at a regional plan coordinated 
on such basis; 

4(a) (3)—Requires a listing of Federal. 
State, regional, and local governmental au¬ 
thorities having Jurisdiction in respect to 
siting, certification, and environmental mat¬ 
ters; this requirement being designed to 
facilitate the direction of public comments 
by interested persons to tho appropriate gov¬ 
ernmental authorities In furtherance of the 
full and advance disclosure concepts of the 


bin*, qnri 

4(b)—Establishes as a statutory require¬ 
ment a duty of all “electric entitles” and 
“Federal electric entitles” to give two type* 


of notice of their plans— 

Annual notice by filing copies of such 
plans, in their entirety, with identified gov¬ 
ernmental authorities and citizens’ groups 
requenLng auch plans: _ 

Annual notice of those particular portions 
of the plan* which project the commence¬ 
ment of construction of bulk power supply 
facilities within the folio wing 2 years; 

The detailed notice of such parts of tne 
plan Is to be specific In respect to the 
and the particular faculties propo®^ 
thereon: and la to be served upon 
governmental authorities and published W 
a newspaper of general circulation 
area In which any part of the proposed 


JUXtSDXCTtON—QUALIFICATION—STAT* 

PROCEDURES 

zc. 5—Exercises Congressional authority 
control bulk power supply 
ough a system of certification of sites 
it ed bulk power supply facilities of 
teral systems commencing from ana ww 
cars from enactment of the d 

(a)—Affords the States an initial perl^l 
2 years to establish authorities and pro- 
uro. to tt«rdM tbt ortUMrIb 
a —through State or regional OHWfUf 
ode* If the inter c*u of more than OD * 
,te are involved; 
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Establishes &i a statutory requirement 
that State or regional certifying agencies 
be established and administered In accord* 
snee with the provisions of the Act (bill), 
and in consideration of published environ¬ 
mental guidelines which the Council on 
Environmental Quality would prepare and 
publish from Ume-to-tUne after appropriate 
consultation with Interested Federal and 
State representative*; 

Requires that State authorities and pro* 
red tires be designed to correlate laws govern¬ 
ing environmental factors and electric power 
resource matters to a« to facilitate an in¬ 
tegrated decision by the certifying agency 
taking account of all relevant aspects, and 
to avoid duplloale hearings and the layering 
or regulatory approvals; in essence a feature 
designed to accomplish one stop considera¬ 
tion but taking account of all relevant 
matters, power and environmental: 

5(b)— Provides for notice to the Federal 
Power Commission by the Governor of each 
btatc which establishes this certification 
mechanism. Federal Power Commission re¬ 
view of such procedures, and issuance by the 
Commission of a certificate of Qualification 
of Procedure if they meet the requirements 
of the Act (hill); 

Provides authority for the Commission to 
revoke certificates of Qualification for failure 
of a State to observe the requirements of 

the Act (bill): 

Certificate of Qualification specified to 
be the controlling evidence of State Invoca¬ 
tion of this Jurisdiction and the predicate 
for State or regional certifying agencies to 
fcasesa the costs of administration of the 
rertlficatlon program against electric en¬ 
titles for so long as the certificate of Quali¬ 
fication remains effective; 

5(c) —Authorises a Federal certification 
procedure with respect to electric entlUes in 
any State which does not establish and 
qualify it* procedures within this 2-year 
period; such Federal certification to con¬ 
tinue in any State until the latter establishes 
&hd qualifies its certification procedures; 

Authorizes transitional procedures which 
the Federal certifying agency mav adopt 
in transferring pending matters to State or 
regional certifying agencies which so qualify; 

5(d) —Establishes as a statutory duty a 
requirement that the Federal Power Com¬ 
mission consult with the Governor of each 
*«ccted State before denying or revoking 
a certificate of Qualification of Procedure, 
affording the State time for responsive ac¬ 
tion: and 

5(e) Authorises Judicial review of Federal 
rower Commission action denying a cextifl- 
c ~V of qualification or revoking an effective 
certificate; Jurisdiction being in the U-8. 
t-ourt of Appeals, with venue stated; and 
fS**?? 1 iot Judicial review by 

♦< 8upr * in * u P° n certiorari or 


rrx assess mf xt 

Aulh °rly.«A State or regional cot 
ESS!,*®*** actin « qualified legs 

authorities Wl (i procedures to as*e a and col 
regulated non-Federa 
in- ”*** (* Ieclric entitles) amounts up V 
State certlftcatloi 
tWrom «*ta me 

craiivicATioN implementation (cixctsic 
worms) 

Sec. 7 Implements the certification re 
4 rement for bulk power supply facllltle 
hv 1 title* (non-Federal systems 

prohibiting any electric enUty from com 
‘ C ng *° construct such facilities upoi 
a .er 2 years from the enactment of tb 


bill unless such entity has obtained an ap¬ 
propriate certificate of site and facility; 

7(a)—Recognizes that this certification 
will be pursuant to action of State or regional 
certifying agencies where established and 
qualified, or the Federal certifying agency In 
the absence of qualified 8tate authorities and 
procedures; 

7(b)—Establishes as a mandatory precon¬ 
dition to the filing by any electric entity of 
an application for a certificate, that such 
entity has complied with the notice require¬ 
ments of section 4; 

Establishes as a statutory requirement that 
all applications for certificates of site and 
facility shall be filed with the certifying 
agency at least 2 years prior to commence¬ 
ment of construction of the affected bulk 
power supply facilities; 

These requirements being designed to give 
effect to the advance public disclosure and 
lead time concepts of the bill, both of which 
are to facilitate full consideration of all Is¬ 
sues on a timely basis prior to construction 
of bulk power supply faculties; 

7(c) —Establishes as a statutory require¬ 
ment that the certification procedure—Slate 
or Federal—shall be based upon a compre¬ 
hensive use of resources teat; 

Establishes as a statutory requirement that 
the certifying agency shall find and apply 
this test to the construction, operation and 
maintenance of the faculties through con¬ 
ditions in the certificate; 

These requirements bejng designed to fa¬ 
cilitate tho discharge of the balancing con¬ 
cept of the bill with respect to uae of the 
environment for power development—l.c., 
that the air. land and water environments 
be used comprehensively for oil beneficial 
purposes, public and private; 

7(d)—Expresses the Intent of Congress 
that certification proceedings—State or Fed¬ 
eral—are to be conducted and completed 
within the 2-year lead time prior to 
construction; 

Directs the Council on Environmental 
Quality to frame it* environmental guide¬ 
lines to accomplish that task, In no far as 
possible; 

States a statutory presumption that com¬ 
pliance with the planning, filing and public 
notice requirements of section 4 will con¬ 
stitute prlma facie evidence of timely dis¬ 
closure in support of petitions for expedi¬ 
tious processing in administrative and court 
proceedings. Federal and State: 

Authorizes waiver by the certifying agency 
of these statutory provisions for good cause, 
during a transitional period of 48 months 
following enactment of the bill to recognize 
the fact that electric entitles will find them¬ 
selves m various conditions of planning and 
facility construction, and wUl have need to 
accommodate to the requirements of the 
bill; 

7(e)—Establishes as a statutory exception 
an lnstanoe in which Federal certification of 
bulk power supply facilities may be had with 
respect to facilities in a State or States 
wherein qualified State or regional certifying 
agencies may be established; Is., the Instance 
where lack of timely, or conclusive action by 
a State or regional agency or agencies has 
produced conditions which imperatively and 
unavoidably require a decision respecting 
certification of the related bulk power Fupply 
facllltle* of an electric entity In the in teres u 
of an adequate and reliable regional bulk 
power supply; 

Authorizes the Federal certifying agency 
to prescribe by regulation the factual bases 
upon which It will act In these circumstances 
and thereby assume certificating Jurisdic¬ 
tion over particular facilities only—not gen¬ 
eral Jurisdiction over all bulk power supply 
facllltle* In such State or States; 


Requires that to assume such Jurisdiction 
the Federal certifying agency must first find 
that adequate and reliable regional bulk 
power supply will be materially impaired by 
reason of failure of State action upon a 
timely basis; 

Directs the Federal certifying agency to 
accord priority consideration to such situa¬ 
tions and to do so within the basic balancing 
concept of the bill—the comprehensive util¬ 
ization of resources test: 

7(f)— Establishes a second statutory classi¬ 
fication in which Federal certification of 
particular bulk power supply facilities of any 
electric entity may occur; l.c„ when the Fed¬ 
eral certifying agency shall find that con¬ 
struction, operation and maintenance of a 
bulk power supply facility Is essential to the 
national interest in an adequate and reliable 
regional bulk power supply where construc¬ 
tion. operation or maintenance of the facility 
will not endanger public health and safety 
and the facility has not been affirmatively 
shown to cause Irreparable damage to the 
environment; 

Authorizes the Federal certifying agency 
to exercise thin Jurisdiction upon Its own 
motion or petition after the required find¬ 
ings; that agency being obligated to notify 
affected State or regional agencies of its in¬ 
tention to act; and 

Requires the Federal certifying agency to 
apply the basic balancing concept of the bill, 
in light of the facts and the circumstances 
which prompted tho agoncy to intercede In 
support of the national Interest. 

COMPACTS UNTPOSM STATS LAWS 

8rc. 8(a)—Given advance consent of Con¬ 
gress to the negotiation and Implementation 
of agreements or compacts to effectuate the 
certification procedures of the bill as to 
non-Federal systems, and which are not In 
conflict with any law or treaty of the United 
States; 

8(b)—Expresses the Intent of Congress 
that State* arc to b t encouraged to adopt 
compacts, cooperative procedures and Joint 
actions to coordinate and resolve environ¬ 
mental and other considerations; It being a 
basic intent and purpose of tbs bill to facili¬ 
tate and encourage Slate or regional certifi¬ 
cation. to assist State* In eliminating 
manifold or layered approvals from various 
resource or economic regulatory agencies, and 
to coordinate their respective regional in¬ 
terests through regional certifying agencies 
as defined In section 3; and 

Directs ths Federal Power Commission to 
encourage the enactment of appropriate uni¬ 
form State taws for purposes of certificating 
bulk power supply facilities of electric 
entitles. 

COtTinCATlOM IMPLEMENTATION IPEDEZAL 

txxcraic sirrmss* 

Bsc. 9—Implements the certification re¬ 
quirement for bulk power supply facilities 
of Federal electric entlUes by prohibiting 
any such entity from commencing to con¬ 
struct such facilities upon and after 2 years 
from the enactment of the Bill unless tuch 
entity has obtained an appropriate certifi¬ 
cate of sue and facility; 

This section parallels section 7, which 
latter section applies to non-Federal systems 
(electric enUtles); 

0(a)—Recognizes that this certification 
will be pursuant to action of the Federal 
certifying agency; 

9(b)—Establishes as a statutory require¬ 
ment that the certification procedure shall 
be based upon a comprehensive use of re* 
sources test; 

Establishes as a statutory requirement 
that the certifying agency shall find and 
apply this test to the construction, operation 
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and maintenance erf the facilities through 
conditions in the certificate; 

These requirements being the same as set 
forth in section 7(c); 

9(e)— Applies the filing requirements of 
section 7(b) to applications under section 
0; and 

9(d)—Applies the provisions of section 
7(d) to section 9. 

OVERALL CCTTIV1CAT* XEQUiaXMENTS 

Sscs. 10 and 10(a)—States that certifica¬ 
tion provisions and conditions ore to recog¬ 
nize the dynamics of change In values to be 
balanced In the certification process and 
specifics what shall be the overall obligation 
of the holder of the certificate of site and 
facility whether Issued under section 7 or 9: 
Acceptance thereof by the holder; 
Agreement to comply with all provisions of 
the Act (bill); 

Specifies that certificates of site and facil¬ 
ity are to be final and conclusive subject 
only to judicial review—as State laws may 
authorize when there Is titate certification; 
and—as the Act (bill) authorizes when there 
Is Pedcrai certification, i.e.. the Judicial re¬ 
view procedures of the Federal Power Act, 
section 313; 

10(b)—Specifies conditions of the certifi¬ 
cate in matters of environment, adequacy 
and reliability of electric service: 

Holders* undertaking to comply with all 
applicable Federal. State, regional, and local 
laws governing air, land, water quality, or 
other environmental considerations; 

Holders’ undertaking to accomplish the 
objectives of reliability and adequacy of elec¬ 
tric service, all as set forth in section 202(a) 
of the Federal Power Act; 

Other terms and conditions necessary or 
appropriate to the purposes of tills Act 
(bill): 

10(c)—Specifies the statutory finality of 
the certificate, subject only to Judicial re¬ 
view. l.e., to recognize the need for an end 
to hearings and proceedings affecting bulk 
power supply facilities once they have been 
certificated in accordance with the require¬ 
ments of the Act (bill). 

eminent domain quick take 

gK. ii—Authorizes non-Federal systems 
holding certificates of site and facility (elec¬ 
tric entitles) to utilize eminent domain pro¬ 
cedures In Federal or State courts to acquire 
needed property; and where the Federal 
courts are used, quick take procedures apply. 

ACCESS rKOWlAL LANDS 

s«c. 12—Authorizes access to Federal pub¬ 
lic lands and reservations (excludes National 
parks and National monuments) for rights- 
of-way needed by electric entitles and Fed¬ 
eral electric entities to construct certificated 
bulk power supply facilities: 

Restricts this access to periods not greater 
than 60 years and subjects the user (certifi¬ 
cate holder) to land use termn and condi¬ 
tions to be specified by the respective de¬ 
partment or agency under whose general su¬ 
pervision the lands fall: and 

Public lands and reservations being those 
■a referred to In section 3 of the Federal 
Power Act. 

STUDY AUTHORIZATION 

Sec. 13—Authorizes and direct* the Fed¬ 
eral Power Commission to conduct studlee of 
ailing concepts relative to bulk power sup¬ 
ply facilities and directs that the results of 
such studies be made public information. 

INTERDEPARTMENTAL AGENCY OOOHEEATXON 

Sec. 14—Authorizes and directs all Federal 
depju-tmenU and agencies to correlate their 
policies, programs, and procedures and co¬ 
operate with State, regional, and Federal cer¬ 


tifying agencies to effectuate the purposes 
of the Act (bill); 

14(a)—Requires that all Federal deport¬ 
ments and agencies seek to correlate the 
administration of their laws governing en¬ 
vironmental factors as they may relate to 
electric power resource matters so as to facil¬ 
itate an integrated decision by the Federal 
certifying agency taking account of all rele¬ 
vant aspects, and to avoid duplicate hear¬ 
ings and the layering of regulatory approvals; 
in essence a feature designed to accomplish 
one stop consideration at the Federal level 
paralleling section 5 when bulk power fa¬ 
cility supply certifying action la at the State 
level; 

14(b)—Requires all Federal departments 
and agencies to implement this requirement 
with all necessary legislation proposals and 
to report the same to the President by July 
1. 1971. in accordance with the provisions of 
the National Environmental Policy Act of 
1969. section 103; and 
14(c)--Specifies that all Federal depart¬ 
ments and agencies shall furnish technical 
experts, assistance and information to cer¬ 
tifying agencies and make studies of sites or 
routlngn affecting bulk power supply facili¬ 
ties which may be requested by one or more 
States, in cooperation with other interested 
Pcderai, State, or local agencies, with the 
findings made available to all concerned. 

RESERVATION AS TO OTHtH LAWS 

Szc. 16(a)—States that the provisions, pol¬ 
icies. and goals of the Act (bill) supplement 
other laws of the United States; 

16(b)—Specifies that the Federal certify¬ 
ing agency shall seek the environmental con¬ 
clusions and recommendations of the Gov¬ 
ernor of any State which does not invoke 
the certificate Jurisdiction of section 6, In 
order to facilitate an Integrated decision by 
Federal certifying agency on environmental 
and electric power resource matters; this In 
recognition of the fact that Federal certifi¬ 
cations would follow under section 7 in the 
absence of State or regional certification of 
bulk power supply facilities; and 

15(c)—Relieves the Federal certifying 
agency when acting pursuant to section 7 
or 9 of the Act (bill), from the requirement 
of completing a detailed statement pursuant 
to section 102(2) (c) of the National Envi¬ 
ronmental Policy Act of 1969. 

ADMINISTRATIVE ENFORCEMENT 

8*c. 16—Authorizes and establishes as a 
part of this Act (bill) a aeries of definitional, 
administrative. Judicial review, enforcement 
and penalty provisions: 

These provisions are those of the Federal 
Power Act adapted to the definitions and 
specific purposes of this Act (bill); this being 
in recognition of the fact that the Federal 
Power Commission would be the primary Fed¬ 
eral certifying agency, with discretion to 
delegate certain duties to the Atomic Energy 
Commission In matters of nuclear facilities; 

Authorizes general power of the Commis¬ 
sion for cooperative procedures with Stale 
agencies; reference, section 209 of the Federal 
Power Act; 

Establishes general report prescription 
power of the Commission; reference, section 
304 of the Federal Power Act; 

Authorizes general complaint provisions to 
be administered by the Federal Power Com¬ 
mission; reference, section 306 of the Federal 
Power Act; 

Establishes general investigatory powers of 
the Commission; reference, section 307 of the 
Federal Power Act; 

Establishes general hearing power of the 
Commission: reference, section 308 of the 
Federal Power Act; 

Establishes general administrative powers 
of the Commission: reference, section 309 of 
the Federal Power Act; 


Establishes general personnel employment 
power of the Commission; reference, aectlou 
310 of the Pederai Power Act; 

Authorizes rehearing and Judicial review 
of Commission orders upon petition of ag¬ 
grieved parties; reference, section 313 of the 
Federal Power Act; 

Authorizes judicial enforcement procedure-, 
concerning violations of the Act (bill); ref¬ 
erence. section 314 of the Federal Power Act; 

Establishes general forfeiture provisions 
for certain eonduct In response to action^ 
arising out of the administration of the Act 
(bill); reference, section 315 of the Federal 
Power Act; 

Establishes general penalty provision* for 
certain conduct in response to actions aris¬ 
ing out of the administration of the Act 
(bill), reference, section 316 of the Federal 
Power Act; and 

Authorizes Jurisdiction in the District 
courts of the United States relative to vio¬ 
lations of the Act and enfefreement actions: 
reference, section 317 of the Federal Power 
Act. 

The Secretary shall cause prompt pub¬ 
lication of this notice to be made In the 
Federal Register. 

By direction of the Commission. 

Kenneth F. Plumb, 

Acting Secretary. 

(P.R, Doc 70-14105; Filed. Oct. 20. 1970. 

8:45 am.) 


FEDERAL RESERVE SYSTEM 

FEDERAL OPEN MARKET 
COMMITTEE 

Current Economic Policy Directive of 
July 21, 1970 

In accordance with $ 271.5 of Its Rules 
Regarding Availability of Information, 
there is set forth below the Committee's 
Current Economic Policy Directive Issued 
at Its meeting held on July 21.1970.' 

The information reviewed at this meeting 
indicates that real economic activity changed 
Uttlo in the second quarter after declining 
appreciably earlier In the year. Prices an 
wage rates generally are continuing to ri-*e 
at a rapid pace. However. Improvements m 
productivity appear to be slowing the r«e 
in coats, and some major price measures arc 
showing moderating tendencies. Since m - 
June long-term Interest rates have 
considerably, and prices of common stoex* 
have fluctuated above their recent lavra. Al¬ 
though condition!! in financial markets nave 
Improved In recent weeks uncertainties per¬ 
sist. particularly in the commercial papw 
market where the volume of outstanding 
paper has contracted sharply. A large pr 
portion of the funds so freed apparenily w 
rechanneled through the banking sys^m. £ 
suggested by sharp increases In bank Icnui 
and in large-denomination CD’s of short ma 
turlty—for which rate ceilings were »» 
pended in late June. Consequently, lnesnx 
July but credit grew rapidly; 
a iiharp increase In the money •UPW* 
the second quarter as a whole both b > 
credit and money supply roae a «i 

The overall balance of payments remain 


he Record of Policy Action, of the Com- 
ee for the meeting of Ju' T L. 

aa part of the original document 
ivallttble on request to ^' ^oard , 
rs of the Pederai Reserre System. wa« 
m, D C, 20551. 
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in h**ry deficit in the second quarter. In 
light of the foregoing development*, it 1* 
the policy of the Federal Open Market Com¬ 
mittee to foster financial condition* condu¬ 
cive to orderly reduction In the rate of in¬ 
flation. while encouraging the resumption 
or sub loin able economic growth and the at¬ 
tainment of reasonable equilibrium In the 
country's balance of payment*. 

To implement thi* policy, while taking 
account of persisting market uncertain tie*. 
Liquidity * train*, and the forthcoming 
Treasury financing, the Committee seek* to 
promote moderate growth In money and 
bank credit over the month* ahead, allow¬ 
ing for a possible continued shift of credit 
flow* from market to banking channel*. 
System open market operation* until the 
next meeting of the Committee shall be 
conducted with a view to maintaining bank 
reserves and money market conditions con¬ 
sistent with that objective: Provided, how¬ 
ever, That operations shall be modified as 
needed to oounter excessive pressure* in 
financial markets should they develop. 

By order of the Federal Open Market 
Committee. October 13. 1070. 

Arthur L. Broida. 

Deputy Secretary. 

|FJt. Doc. 70-14106; Filed. Oct. 20. 1970; 

8:45 AJn.J 

INTERIM COMPLIANCE PANEL 
(COAl MINE HEALTH ANO 
SAFETY) 

WHEEUNG-PITTSBURGH STEEL CORP. 

ET At. 

Applications for Renewal Permits; 

Notice of Opportunity for Public 

Hearing 

Applications for Renewal Permits for 
Noncompliancc with the Interim Man¬ 
datory Dust Standard (3.0 rog./m. 1 ) 
have been accepted for consideration as 

follows: 

(1) ICP Docket No. 10299. Wheeling - 
Pittsburgh Steel Corp.. Mine No. 15. 
USBM ID No. 46 01396 0. Omar. Logan 
County. W. Va., Section ID No, 001 (6 
North). 

(2) ICP Docket No. 10375. Peabody 
Coal Co.. Sunny hill Underground Mine 
No 9 South. USBM ID No. 33 01068 0. 
New Lexington. Perry County. Ohio. Sec¬ 
tion ID No. 001 (3d 8 W. of 1st South). 
Section ID No. 004 (1st South Maim. 

<3> ICP Docket No. 10843. Eastern 
Coal Corp.. me.. 8tone Mine. USBM ID 
No. 15 02096 0. Stone. Pike County. Ky.. 
Section ID No. Oil (Section 34. 1 Lt. Off 
Northeast Mains). 

In accordance with the provisions of 
^ectlon 202» b> (4 > of the Federal Coal 
Mine Health and Safety Act of 1969 <83 
8 tat. 742 . et seq.. Public Law 91-173), 
notice is hereby given that requests for 
public hearing as to an application for 
renewal may be filed within 15 days after 
publication of this notice. Requests for 
pubac hearing must be completed in ac- 
i?I^ ncC Wlth 30 C™ Part 505 <35 F.R. 

336, July 15 # 1970), copies of which 


may be obtained from the Panel on 
request. 

A copy of the application Is available 
for inspection and requests for public 
hearing may be filed in the office of the 
Correspondence Control Officer. Interim 
Compliance Panel, Suite 800, 1730 K 
Street NW . Washington, DC. 20006. 

George A. Hornbeck, 

Chairman, 

Interim Compliance Panel 

October 16, 1970. 

IF.R. Doc. 70-14154; Filed, Oct, 20. 1970; 

8:48 am.] 

SECURITIES AND EXCHANGE 
COMMISSION 

1812-2703) 

MUTUAL FUNDS ADVISORY, INC. 

Notice of and Order for Hearing on 

Application To Exempt Certain 

Transactions 

OCT08KR 12. 1970. 

On May 12, 1970, the Commission is¬ 
sued a notice (Investment Company Act 
Release No. 6053) of the filing of an ap¬ 
plication by Mutual Funds Advisory. Inc. 
(Applicant), 382 Miracle Mile. Coral 
Gables, Fla. 33134, a registered broker- 
dealer under the Securities Exchange Act 
of 1934 and an affiliated person of Fund- 
pack. Inc. (Fundpack). a registered 
open-end, diversified, management in¬ 
vestment company, for an order of the 
Commission pursuant to section Sic) of 
the Investment Company Act of 1940 
<Act> <i) exempting from the provisions 
of section 17(a) of the Act the proposed 
transactions described below' to the ex¬ 
tent that they involve sales by Applicant 
to Fundpack of shares of other open-end 
investment companies, and <U) exempt¬ 
ing from the provisions of section 22(d) 
the proposed transactions described be¬ 
low' to the extent that redeemable se¬ 
curities of registered open-end invest¬ 
ment companies (other than Fundpack) 
are proposed to be sold by Applicant to 
Fundpack for the latter's portfolio at a 
price, in each case, other than the public 
offering price described in the prospectus 
of the registered investment company 
whose shares are to be sold to Fundpack. 

Fundpack, which will initially Invest 
exclusively in no-load open-end Invest¬ 
ment company shares—a method of op¬ 
eration which it asserts does not require 
an exemption order from the Commis¬ 
sion. proposes to invest 80 percent or 
more of its investments in shares of not 
less than seven other open-end compa¬ 
nies of either the load or no-load type. 
It will not invest more than $250,000 or 
15 percent of its assets, whichever is 
greater, in the securities of any one in¬ 
vestment company nor purchase more 
than 3 percent of the outstanding se¬ 
curities of such company. Fundpack does 
not intend to purchase any investment 
company where tlic sales load to be paid 
by Fundpack together with any redemp¬ 
tion fee. would exceed 1 percent of the 


public offering price of the sTiarcs to be 
purchased, exclusive of the sales charge 
for Fundpack shares which will be a 
maximum of 1*2 percent of the public 
offering price. 

Applicant anticipates that it will be a 
party to selling agreements with the 
principal underwriters of various load 
type open-end Investment companies and 
that, pursuant to such agreements. Ap¬ 
plicant will be able to purchase shares of 
such funds at net asset value plus the 
principal underwriter's net commission 
for resale at a price which would allow 
Applicant to retain a concession. In order 
to minimize the charge to which share¬ 
holders of Fundpack will be subject 
directly through Fundpack's purchase of 
shares of other investment companies. 
Applicant proposes to sdl shares of other 
load type open-end investment com¬ 
panies to Fundpack at prices equal to its 
cost. Thus, in such transactions Appli¬ 
cant. by remitting its entire concession 
to Fundpack, will charge Fundpack only 
the net asset value of such shares plus 
the principal underwriter's net sales 
commission with respect thereto. 

The notice of filing Issued by the Com¬ 
mission gave any interested person an 
opportunity lo file a request in writing 
for a hearing on the matter. 

Certain interested persons have filed 
a request for a hearing. It appears to the 
Commission that it is appropriate in the 
public interest and In the interest of in¬ 
vestors that a hearing be held with re¬ 
spect to said application. 

It is ordered , Pursuant to section 40(a) 
of the Act. that a hearing on the afore¬ 
said application under the applicable 
provisions of the Act and the rules of the 
Commission thereunder be held on No¬ 
vember 16, 1970. at 2 pm . in the offices 
of the Commission, 500 North Capitol 
Street NW.. Washington, D.C. 20549. At 
such time the Hearing Room Clerk will 
advise as to the room in which such 
hearing will be held. Any person, other 
than the applicant, desiring to be heard 
or otherwise wishing to participate in 
the proceeding Is directed to file with the 
Secretary of the Commission, on or be¬ 
fore November 9, 1970, his applica¬ 
tion pursuant to rule 9(c) of the Com¬ 
mission’s rules of practice. A copy of 
such request shall be served personally 
or by mail (airmail if the person being 
served is located more than 500 miles 
from the point of mailing) upon appli¬ 
cant at the address noted above, and 
proof of service (by affidavit, or. Ln the 
case of an attorney at law, by certificate) 
shall be filed contemporaneously with 
the request. Persons filing an application 
to participate or be heard will receive 
notice of any adjournment of the hear¬ 
ing as well as other actions of the Com¬ 
mission Involving the subject matter of 
thes* proceedings. 

It is further ordered , That any officer 
or officers ot the Commission to be desig¬ 
nated by lt for that purpose shall preside 
at said hearing. The officer so designated 
is hereby authorized to exercise all the 
powers granted to the Commission under 
sections 41 and 42(b) of the Act, and to a 
hearing officer under the Commission's 
rules of practice. 


No. 205-8 
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The Division of Corporate Regulation 
has advised the Commission that it has 
made a preliminary examination of the 
application and requests for hearing and 
that upon the basis thereof the following 
matters arc presented for consideration, 
without prejudice to the specification of 
additional matters upon further 
examination: 

(D Whether, in order to permit the 
proposed transactions, an exemption 
from section 17(a) of the Act is appro¬ 
priate in the public interest and consist¬ 
ent with the protection of investors and 
the purposes fairly Intended by the 
policy and provisions of the Act: or 
<2> Whether the Applicant, in pro¬ 
posing to place orders for the purchase 
of shares of other open-end load type 
investment companies for Fundpack. will 
act in the course of its business as a 
broker or as a dealer, and. if not. in w hat 
other capacity: and 

(3> Whether MFA. when engaging in 
the proposed transactions, will act as 
Fundpack‘s agent oilier than in the 
course of Us business as an underwriter 
or broker, thereby precluding the re¬ 
ceipt by MFA of any compensation 
therefore unless exempted from section 
17(e)(1) pursuant to section 6 (c): 

(4) Whether, in order to permit the 
proposed transactions, an exemption 
from section 22(d» of the Act is appro¬ 
priate in the public Interest and con¬ 
sistent with the protection of investors 
and the purposes fairly Intended by the 
policy and provisions of the Act. 

It is further ordered. That at the 
aforesaid hearing attention be given to 
the foregoing matters. 

It is further ordered . That the Secre¬ 
tary of the Commission shall give notice 
of the aforesaid hearing by mailing cop¬ 
ies of this order by certified mail to the 
applicant and to the persons who have 
requested a hearing, and that notice to 
all persons shall be given by publication 
of this order in the Federal Register: 
and that a general release of the Com¬ 
mission in respect of this order be dis¬ 
tributed to the press and mailed to the 
mailing list for releases. 

By the Commission. 

(seal! Orval L. DuBois, 

Secretory . 

|F.R. Doc. 70-14147; Filed. Oct. 20, 1970; 

8:47 am. 1 

INTERSTATE COMMERCE 
COMMISSION 

FOURTH SECTION APPLICATIONS FOR 
RELIEF 

October 16. 1970. 

Protests to the granting of an appli¬ 
cation must be prepared in accordance 
with Rule 1100.40 of the general rules of 
practice (49 CFR 1100.40) and filed with¬ 
in 15 days from the date of publication 
of this notice In the Federal Register. 


Long-and-Short Haul 

FSA No. 42061— Carbolic acid < phenol > 
from specified points in Texas. Filed by 
Southwestern Freight Bureau, agent 
(No. B-191), for interested rad carriers. 
Rates on acid, carbolic (phenol), in tank 
carloads, as described in the application, 
from Bay port. Chocolate Bayou. East 
Baytown, and Houston. Tex., to Cincin¬ 
nati. Ohio. 

Grounds for relief—Private barge 
competition. 

Tariff—Supplement 88 to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
4834. 

FSA No. 42063— Chlorine from Mem¬ 
phis , Tenn. Filed by O. W. South, Jr., 
agent (No. A6200>, for and on behalf of 
the Southern Railway Co. Rates on 
chlorine, in tank carloads, as described 
in the application, from Memphis, Tenn.. 
to Robertson. Ala. 

Grounds for relief—Market competi¬ 
tion. 

Tariff—Supplement 292 to Southern 
Freight Association, Agent, tariff ICC 
S-484. 

Agcregate-of-Intermediates 

FSA No. 42062— Carbolic acid iphenol) 
from specified points in Texas . Filed by 
Southwestern Freight Bureau, agent 
(No. B-192). for Interested rail carriers. 
Rates on acid, carbolic (phenol), in tank 
carloads, as described in the application, 
from Bayport, Chocolate Bayou. East 
Baytown, and Houston. Tex., to Cincin¬ 
nati. Ohio. 

Grounds for relief—Maintenance of 
depressed rates without use such rates 
as factors in constructing combination 
rates. 

Tariff—Supplement 88 to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
4834. 

By the Commission. 

Robert L. Oswald. 

Secretary . 

(Fit. Doc- 70-14170; Filed. Oct. 20. 1970. 

8:40 a-in. | 


(Notice 24) 

MOTOR CARRIER ALTERNATE ROUTE 
DEVIATION NOTICES 

October 16, 1970. 

The following letter-notices of pro¬ 
posals to operate over deviation routes 
for operating convenience only have 
been filed with the Interstate Commerce 
Commission under the Commission’s Re¬ 
vised Deviation Rules—Motor Carriers of 
Passengers. 1969 »49 CFR 1042.2(c)(9)) 
and notice thereof to all interested per¬ 
sons is hereby given as provided in such 
rules (49 CFR 1042.2(c)(9)). 

Protests against the use of any pro¬ 
posed deviation route herein described 
may be filed with the Interstate Com¬ 
merce Commission in the manner and 
form provided in such rules (49 CFR 
1042.2(c)(9)) at any time, but will not 
operate to stay commencement of the 
proposed operations unless filed within 
30 days from the date of publication. 


Successively filed letter-notices of the 
same carrier under the Commission s 
Revised Deviation Rules—Motor Car¬ 
riers of Property, 1969, will be numbered 
consecutively for convenience in Identi¬ 
fication and protests, if any, should refer 
to such letter-notices by number. 

Motor Carriers of Passengers 

No. MC 67308 (Deviation No. 6>, CO¬ 
LONIAL TRAILWAYS, 212 St. Francis 
Street. Mobile, Ala. 36602, filed August 27, 
1970, amended October 9. 1970. Carrier 
proposes to operate as a common carrier. 
by motor vehicle, of passengers and their 
iKKwage. and express and newspapers 
in the same vehicle with passengers, over 
a deviation route as follows: From New 
Orleans, La., over Interstate Highway 
10 to junction Mississippi Highway 607. 
thence over Mississippi Highway 607 to 
junction UB. Highway 90. and return 
over the same route, for operating con¬ 
venience only. The notice indicates that 
the carrier is presently authorized to 
transport passengers and the same prop¬ 
erty. over a pertinent sendee route as 
follows: Between Mobile. Ala., and New 
Orleans, La., over U.S. Highway 90. 

By the Commission. 

I seal1 Robert L. Oswald. 

Secrctaru. 

|F R. Doc. 70-14167; Filed. Oct. 20. 1970; 

8 49 a.m.l 


| Notice 331 

MOTOR CARRIER ALTERNATE ROUTE 
DEVIATION NOTICES 

October 16, 1970. 

The following letter-notices of pro¬ 
posals to operate over deviation routes 
for operating convenience only nave 
been nied with the Interstate Commerce 
Commission under the Commission s Re¬ 
vised Deviation Rules—Motor Carriers 
of Property. 1969 <49 CFR 1042.4<d) <11 > > 
and notice thereof to all Interested per¬ 
sons Is hereby given as provided in such 
rules (49 CFR 1042.4(d) <11>) . 

Protests against the use of any pro¬ 
posed deviation route herein descrloci 
may be filed with the Interstate Com¬ 
merce Commission In the 
form provided in such rule* 

1042.4(d) (12)) at any time, but will not 
operate to stay commencement of the 
proposed operations unless filed with) 
30 days from the date of publication. 

Successively filed letter-notices of the 
same carrier under the Commission s Re¬ 
vised Deviation Rules—Motor Carriers 
of Property. 1969. will be numbered 
secutively for convenience In identlflca 
tion and protests. If any. should refer to 
such letter-notices by number. 

Motor Carriers or Property 

No. MC 61440 (De v latlonNo_l6>. LFE 
WAY MOTOR FREIGHT INC.. 3000 
West Reno. Post Office Box 82488. OM# 
homa City. Okla. 73108. McdSepfcm: 
ber 30. 1970. Carriers rcpr wen te U W- 
Richard H. Champlln. same address 
applicant. Carrier proposes to operate a 
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a common carrier, by motor vehicle, of 
oeneral commodities, with certain excep¬ 
tions. over a deviation route as follows: 
From Salem. Ill., over Illinois Highway 
37 to Mount Vernon. HI., thence over U.8. 
Highway 460 to New Albany. Ind., and 
return over the same route, for operating 
convenience only. The notice indicates 
that the carrier is presently authorized 
to transport the same commodities, over 
pertinent service routes as follows: 

«1 > From Tulsa, Okla . over U.S. High¬ 
way 66 to St. Louis, Mo.: (2> from St. 
Louis, Mo., over U.S. Highway 50 to 
Aurora, Ind.; and (3) from junction VS. 
Highway 50 and VS. Highway 150 near 
Shoals. Ind.. over U.S. Highway 150 to 
New Albany. Ind., thence over Indiana 
Highway 62 to Madison. Ind., and return 
over the same routes. 

By the Commission. 

(seal! Robert L. Oswald, 

Secretary . 

(PR. Doc. 70-14168. Filed. Oct. 20. 1970; 
8:49 am.) 


(Notice 95) 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 


October 16.1970. 

The following publications are gov¬ 
erned by the new Special Rule 1.247 of 
the Commission's rules of practice, pub¬ 
lished in the Federal Register, issue of 
December 3. 1963, which became effective 
January 1. 1964. 

The publications hereinafter set forth 
reflect the scope of the applications as 
hied by applicant, and may Include 
descriptions, restrictions, or limitations 
which are not in a form acceptable to the 
Commission. Authority which ultimately 
nuiy be granted as a result of the appli¬ 
cations here noticed will not necessarily 
reflect the phraseology set forth in the 
application as filed, but also will 
eliminate any restrictions which arc not 
acceptable to the Commission. 

Applications Assigned por Oral 
Hearing 


MOTOR CARRIERS OF PROPERTY 

No. MC 102616 (Sub-No. 855) (Repub- 
licaUon), filed May 4. 1970, published in 
the Federal Register issue of May 28, 
1370. and republished this issue. Appli¬ 
cant: COSTAL TANK LINES. INC.. Post 
Office Box 7211, 215 East Waterloo Road, 
Akron, Ohio 44319. Applicant's represent- 
Harold G. Hernly. 711 14th 8treel 
NW.. Washington, D.C. 20005. The modi- 
fled procedure has been followed in this 
Proceeding and an Order of the Com¬ 
mission. Operating Rights Board, dated 
September 22. 1970, and served Octo¬ 
ber 8. 1970. finds: that the present and 
iuiure public convenience and necessity 
require operation by applicant. In inter- 
or foreign commerce, as a common 
m °tor vehicle, over irregulai 
routes, of bisphenol A. in bulk. In tan* 
or hopper type vehicles, from Wheeling 
Na trium. W. Va. Because it 
iiJi” 1116 that other Persons, who re- 
‘U upon the notice of the applicatior 


as published, may have an interest in 
and would be prejudiced by the lack of 
proper notice of the authority described 
in the findings in this order, a notice 
of authority actually granted will be 
published In the Federal Register and 
issuance of a certificate in the proceed¬ 
ing will be withheld for a period of 30 
days from the date of such publication, 
during which period any proper party 
in interest may file a petition to reopen 
or for other appropriate relief setting 
forth in detail the precise manner In 
which it has been so prejudiced. 

No. MC 129004 (Sub-No. 1) (Republi- 
cation), filed January 5. 1970, published 
in the Federal Register issue of Febru¬ 
ary 19. 1970. and republished this issue. 
Applicant: BORIS M. PETROFF, doing 
business as TRANS-WORLD VAN 
LINES, 1520 West 11th Street. Long 
Beach. Calif. 90813. Applicant’s repre¬ 
sentative: Ernest D. Salm, 3846 Evans 
Street, Loa Angeles, Calif. 90027. The 
modified procedure has been followed in 
this proceeding and a supplemental or¬ 
der of the Commission. Operating Rights 
Board, dated September 22. 1970, and 
served October 8. 1970, finds: that the 
present and future public convenience 
and necessity require operation by ap¬ 
plicant. in interstate or foreign com¬ 
merce, as a common carrier by motor 
vehicle, over irregular routes, of used 
household goods between points in Kern. 
Los Angeles, Orange, Riverside, San Ber¬ 
nardino. San Diego, and Ventura Coun¬ 
ties. Calif., restricted to the transporta¬ 
tion of traffic having a prior or subse¬ 
quent movement, in containers, beyond 
the points authorized and further re¬ 
stricted to the performance of pickup 
and delivery service In connection with 
packing, crating, and containerization 
or unpacking, uncrating, and decontain¬ 
erization of such traffic. Because it is 
possible that other persons, who relied 
upon the notice of the application as 
published, may have an interest in and 
w ould be prejudiced by the lack of proper 
notice of the authority described in the 
findings in this order a notice of au¬ 
thority actually granted will be pub¬ 
lished in the Federal Register and issu¬ 
ance of a certificate in the proceeding 
will be withheld for a period of 30 days 
from the date of such publication, during 
which period any proper party in Interest 
may flic a petition to reopen or for other 
appropriate relief setting forth in detail 
the precise manner in which It has been 
so prejudiced. 

No. MC 134233 <8ub-No. 2) (Republi¬ 
cation). filed January 2, 1970, published 
in the Federal Register issue of Febru¬ 
ary 12, 1970. and republished this Issue. 
Applicant: ANGELO ACACIO. doing 
business as ANGELO TRUCKING CO.. 
363 North Washington Street. Wilkes- 
Barre, Pa. 18705. Applicant’s representa¬ 
tive: Philip F. Hudock. 408 Citizens Bank 
Building. Hazleton. Pa. 18201. The modi¬ 
fied procedure has been followed in the 
proceeding and a supplemental order of 
the Commission. Operating Rights 
Board, dated September 22. 1970, and 
served October 8,1970, finds: that opera¬ 
tion by applicant. In Interstate or foreign 


commerce, as a contract carrier by motor 
vehicle, over irregular routes, of (1) non¬ 
alcoholic carbonated beverages, in con¬ 
tainers, from Wilkes-Barre, Pa., to points 
in Massachusetts. Connecticut. Rhode 
Island. Vermont. New* Hampshire. Maine. 
Ohio. Delaware. New York, New Jersey. 
West Virginia, Virginia. Maryland, and 
the District of Columbia; and (2) ma¬ 
terials used in the manufacture and dis¬ 
tribution of nonalcoholic carbonated 
beverages (except in bulk, in tank ve¬ 
hicles). from points in Massachusetts. 
Connecticut, Rhode Island. Vermont. 
New Hampshire. Maine. Ohio. Delaware. 
Now* York. New Jersey. West Virginia. 
Virginia. Maryland, and the District of 
Columbia, to Wilkes-Barre, Pa., re¬ 
stricted against the transportation of 
glass containers from Salem. Bridgeton. 
Millville, Freehold, and Cliffwood, N.J., 
and Orangeburg, N.Y.; under continuing 
contract with Ma’s Old Fashion Bottling. 
Inc., of Wilkes-Barre, Pa., will be con¬ 
sistent with the public interest and the 
national transportation policy; that ap¬ 
plicant is fit, willing, and able properly 
to perform such service and to conform 
to the requirements of the Interstate 
Commerce Act and the Commission’s 
rules and regulations thereunder. Be¬ 
cause it is possible that other parties who 
have relied upon the notice of the appli¬ 
cation as published, may have an interest 
in and would be prejudiced by the lack 
of proper notice of the authority de¬ 
scribed in the findings in this order, a 
notice of the authority actually granted 
will be published in the Federal Register 
and issuance of a permit in this proceed¬ 
ing will bo withheld for a period of 30 
days from the date of such publication, 
during which period any proper party in 
Interest may file a petition for leave to 
reopen the proceeding of or for other ap¬ 
propriate relief setting forth in detail the 
precise manner In which it has been so 
prejudiced. 

Notice of Filing of Petitions 

No. MC 56546 and No. MC 56546 (Sub- 
No. 1 EX i (Notice of Filing of Petition To 
Reinstate Certificate of Public Con¬ 
venience and Necessity and Revoke Cer¬ 
tificate of Exemption), filed September 
16. 1970. Petitioner: LYNN D. McKEE. 
doing business as CORTLAND-NOR- 
WTCH-ONEONTA BUS LINE. Cortland. 
N.Y. Petitioner holds a certificate of ex¬ 
emption in No. MC 56546 (Sub-No. 1 
EX>. authorizing the transportation of 
Passengers and their baggage, over regu¬ 
lar routes, between Cortland, N.Y.. and 
Oneonta, N.Y.: From Cortland over U.S. 
Highway 11 to Junction New York High¬ 
way 41, thence over New York Highway 
41 to Junction New York Highway 26, 
thence over New* York Highway 26 to 
South Otselic. N.Y., thence returning 
over New York Highway 26 to Junction 
New York Highway 23. thence over New 
York Highway 23 to Oneonta. and return 
over the same route. Service is author¬ 
ized to and from all intermediate points. 
Prior to the issuance of the above-named 
certificate of exemption, petitioner held 
a certificate of public convenience and 
necessity from this Commission author¬ 
izing the transportation of: Passengers 
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and their baggage, and express and 
newspapers. In the same vehicle with 
passengers, over a regular route, be¬ 
tween Cortland. N.Y., and Oneonta, 
N.Y.: Prom Cortland over New York 
Highway 41 to Gee Brook, N.Y„ thence 
over New York Highway 26 to Junction 
New York Highway 23. and thence over 
New York Highway 23 via South New 
Berlin and Morris, N.Y.. to Oneonta 
(also from South New Berlin over New 
York Highway 8 to Berlin. N.Y., thence 
over unnumbered highway to Morris, and 
thence to Oneonta as specified above), 
and return over the same route. Service 
is authorized to and from the intermedi¬ 
ate and off-route points of McGraw, 
Solon. East Freetown. Cincinnati. Tay¬ 
lor. Pitcher. North Pitcher. North 
Pharsalia, Kirk. South Plymouth. Nor¬ 
wich, South New Berlin, New Berlin. 
Morris, West Laurens, West Oneonta. 
and South Otselic. N.Y. By the Instant 
petition, petitioner requests the Commis¬ 
sion to reinstate his former certificate of 
public convenience and necessity (MC 
56546) and concurrently revoke his pres¬ 
ently existing certificate of exemption 
<MC 56546 Sub l EX). Any Interested 
person desiring to partlclpaatc may file 
an original and six copies of his written 
representations, views or argument In 
support of, or against the petition within 
30 days from the date of publication in 
the Federal Register. 

No. MC 124333 (Sub-No. 9) (Notice 
of Piling of Petition for Modification 
of Permits filed October 6. 1970. Peti¬ 
tioner: BAKER PETROLEUM TRANS¬ 
PORTATION CO., INC.. New Castle. Del 
Petitioner's representative: Samuel W. 
Eamshaw. 833 Washington Building. 
Washington, D.C. 20005. Petitioner is au¬ 
thorized to conduct operations as a motor 
contract carrier, transporting: Gasoline, 
furnace oil. and kerosene, in bulk. In 
tank vehicles, from Wilmington, Del., to 
points in Cecil and Kent Counties, Md.. 
and Chester County, Pa., under a con¬ 
tinuing contract with Atlantic Richfield 
Co. By the Instant petition, petitioner 
seeks to add the destination point of 
Salisbury. Md. Anv Interested i>erson 
desiring to participate may file an 
original and six copies of his written 
representations, views, or argument in 
support of or against the petition within 
30 days from the date of publication In 
the Federal Register. 

No. MC 124841 tSub-No. 7) (Notice of 
Filing of Petition To Add Additional 
8hippcrs>. filed September 24, 1970. Peti¬ 
tioner: D. D. JACOBS, INC., xWalla 
Walla, Wash. 99362. Petitioner's repre¬ 
sentative: George R. LaBissonlere, 1424 
Washington Building. Seattle. Wash. 
98101. Petitioner holds authority in No. 
MC 124841 (Sub-No. 7) to transport (1) 
frozen foods, and supplies and equip¬ 
ment used In the manufacture, storage, 
and distribution of frozen foods, between 
points in Milwaukee, Portland. Salem, 
Hillsboro. Woodbum, Ontario, Weston. 
Pendleton, and Milton-Preewater, Oreg.: 
Walla Walla. Spokane, Quincy. Burling¬ 
ton. Wheeler, and Connell. Wash.: and 
Heybum, Nampa, Caldwell. Burley. 
Lewiston, and American Palls. Idaho: 


under a continuing contract or contracts 
with Terminal Ice & Storage Co., of Port¬ 
land. Oreg.; and (2) of beet pulp, from 
Wheeler, Moses Lake. Quincy, and 
Toppcnhlsh, Wash., to points in Umatilla 
County. Oreg., under a continuing con¬ 
tract with Archie Harris Peed Lot, of 
Milton-Preewater, Oreg. By the instant 
petition, petitioner seeks to add the 
following shippers: Pendleton Distribut¬ 
ing Co.. Granger Distributing Co., and 
Dee-Dee Distributing Co. Any interested 
person desiring to participate, may file 
an original and six copies of his written 
representations, views or argument in 
support of or against the petition within 
30 days from the date of publication in 
the Federal Register. 

No. MC 129629 (Notice of Filing of Pe¬ 
tition To Add Additional Shipper), filed 
October 9. 1970. Petitioner: PAUL L. 
RYAN, doing business as PAT RYAN 
MOVERS. Chicago. HI. 60657. Petitioner's 
representative: Robert E. Cleveland. 100 
North LaSalle Street. Chicago. HI. 60602. 
Petitioner holds contract carrier author¬ 
ity to transport carpet, carpet materials, 
and uncrated furniture, between Chicago. 
HI., and Milwaukee. Wis.. under a con¬ 
tinuing contract, or contracts, with Wal¬ 
ton Rug L Furniture Co,. Chicago, Ill. By 
the instant petition, petitioner seeks to 
add the following shippers to his author¬ 
ity. (1) Galaxy Carpet Mills. Inc.. 2401 
American Lane. Elk Grove Village. Ill.: 
(2) World Carpets, 7405 North Oak Park 
Avenue, Niles. Ill.: and (3) World Car¬ 
pets. 7200 8outh Cicero Avenue, Chicago. 
HI. Any interested person desiring to par¬ 
ticipate, may file an original and six 
copies of his written representations, 
views, or argument in support of or 
against the petition within 30 days from 
the date of publication in the Federal 
Register. 

No. MC 129680 and No. MC 129680 
(Sub-No. 1) (Notice of Piling of Petition 
To Modify Permits), filed October 1. 
1970. Petitioner: FRANK MORRIS, do¬ 
ing business as MORRIS TRANSPOR¬ 
TATION. Wethersfield, Conn. Petition¬ 
er's representative: Thomas W. Murrett. 
410 Aslum Street, Hartford, Conn. 06103. 
Petitioner holds authority in No. MC 
129680. the part here pertinent to trans¬ 
port prefabricated building components, 
from Wethersfield. Conn., to points In 
Connecticut, under contract with Guy 
Jodice Building Products of Bloomfield. 
Conn. It also holds authority in No. MC 
129680 (Sub-No. 1) to transport prefab¬ 
ricated building components, from Hing- 
ham. Mass., and Malvern, Pa,, to points 
in Connecticut and those ir Hampden 
County. Mass., under contract with Guy 
Jodice Building Products, of Bloomfield. 
Conn. By the instant petition, petitioner 
seeks to have its permits amended to in¬ 
clude transportation under a contract or 
contracts with Shepard Steel Co., Inc., 
of Hartford, Conn. Any interested person 
desiring to participate, may file an orig¬ 
inal and six copies of his written repre¬ 
sentations, views, or argument in support 
of or against the petition within 30 days 
from the date of publication In the Ped- 
eral Register. 


No. MC 133775 (Notice of Filing of Pe¬ 
tition for Modification), filed Septem¬ 
ber 21, 1970. Petitioner: REEFER 

TRANSIT LINES. INC.. Post Office Box 
636. Worthington. Minn. 56187. Peti¬ 
tioner's representatives: Charles W. Sul¬ 
livan and Daniel C. Sullivan, 33 North 
Dearborn Street, Chicago, HI. 60602 Pe¬ 
titioner holds authority In No. MC 133- 
775 . the part here pertinent, to transport 
Meats, meat products, and meat by¬ 
products, and meat articles distributed 
by meat packinghouses, as described In 
sections A and C of appendix I to the re¬ 
port In Descriptions in Jlfofor Carrier 
Certificates, 61 M.C.C, 209 and 766 (ex¬ 
cept hides, and commodities In bulk, in 
tank vehicles). From the plantsite of 
Armour & Co., near Worthlnirton. Minn., 
to Wheeling. W. Va., and points within 
25 miles thereof, and points in lows. 
Kansas, Missouri, Nebraska. New Jersey, 
New York. Ohio, and Pennsylvania, with 
no transportation for compensation on 
return except as otherwise authorized 
Restriction: The operations authorized 
immediately above are (1) limited to 
shipments originating at the plantsite 
of Armour & Co., near Worthington. 
Minn.; and are <2> restricted against 
tacking at point of origin with any of 
carrier's other operations authorized in 
same certificate. By the Instant petition, 
petitioner seeks modification of the above 
authority and requests that It be re¬ 
worded as follows: "From the plant arid 
warehouse sites of Armour and Company. 
at or near Worthington, Minn., to Wheel¬ 
ing. W Va.. and points within 25 miles 
thereof, and points in Iowa. Kansas. Mis¬ 
souri, Nebraska. New Jersey, New York. 
Ohio, and Pennsylvania, with no trans¬ 
portation for compensation on return ex¬ 
cept as otherwise authorized. Restriction: 
The operations authorized Immediately 
above are (1) limited to shipments origi¬ 
nating at the plant and warehouse sites 
of Armour and Company, at or near 
Worthington. Minn.: and are (2) re¬ 
stricted against tacking at point of origin 
with any of carrier's other operations 
authorized hereinabove (additions un¬ 
derlined )**: Any interested person de¬ 
siring to participate, may file an original 
and six copies of his written representa¬ 
tions. views, or argument in support of or 
against the petition within 30 days from 
the date of publication in the Federal 
Register. 


Application for Certificate or Permit 
Which Is To Be Processed Concur¬ 
rently With Application Unde* Sec¬ 
tion 5 Governed by Special Rule 240 
to the Extent Applicable 


No. MC 107576 (Sub-No. 19L 
October 5, 1970. Applicant: SILVER 
WHEEL FREIGHT LINES. INC . 13* 1 
Southeast Water Avenue, Portland. Oreg. 
97214. Applicant's representative: Ken¬ 
neth G. Thomas. 900 Falling Bull dm?* 
Portland. Oreg. 97204. Authority souglu 
to operate as a common carrier . by mow* 
vehicle, over regular routes, transporting • 
General commodities (except those o 
unusual value, household goods as re¬ 
fined by the Commission, and commodi¬ 
ties injurious or contaminating to otwr 
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lading): <1) between Baker. Dreg., and 
Boise, Idaho, over Interstate Highway 
SON. U.S. Highway 30 and 30N. and re¬ 
turn over the same routes, serving all in¬ 
termediate points; (2> between Vale. 
Oreg.. and Boise. Idaho, over U.8. High¬ 
way 20 and 26 and return over the same 
routes, serving all intermediate points 
and off-route points of Adrian and Owy¬ 
hee. Oreg.. and Homodale. Marsing, and 
Wilder, Idaho; (3) between Welser and 
Parma, Idaho, over U.8. Highway 65 and 
return over the same route, serving all 
intermediate points; and (4) between 
Weiser. Idaho, and Nyssa, Oreg., over 
UJ9. Highway 30N and Oregcn Highway 
201 , and return over the same routes, 
serving all intermediate points. Non: 
Applicant requests that the foregoing au¬ 
thority be tacked with its existing au¬ 
thority described In MC 107576 with 
Joinder at Baker. Oreg., permitting per¬ 
formance of a through service between 
points named and all points on appli¬ 
cant's present authority. Common con¬ 
trol may be involved. The instant 
application Is a matter directly related 
to MC-F-10979, published in the Federal 
Register Issue of October 14. 1970. If a 
hearing Is deemed necessary, applicant 
requests It be held at Boise. Idaho, 
Ontario. Baker, or Portland. Oreg. 

Applications Under Sections S and 
210 a<b) 

The following applications are gov¬ 
erned by the Interstate Commerce Com¬ 
mission's special rules governing notice 
of filing of applications by motor car¬ 
riers of property or po&engers under 
sections 5(a) and 210a(b) of the Inter¬ 
state Commerce Act and certain other 
Proceedings with respect thereto <49 CFR 
1 240). 


MOTOR CARRIERS OF PROPERTY 

Finance Docket No. 26371. By applica¬ 
tion filed October 6, 1970. the NORTH 
ESTERN EMPLOYEES TRANSPOR¬ 
TATION CORPORATION. 400 West 
J ,a ^ son Street. Chicago (Cook County > # 
Rl. 60606, seeks an order under section 
5(2) of the Interstate Commerce Act for 
authority to purchase assets of CHI¬ 
CAGO AND NORTH WESTERN RAIL¬ 
WAY COMPANY, also of Chicago. Ill., 
through the purchase. Applicants' attor- 
vSl ftnd representative: Edward K. 
” heeler. Southern Building. 15th and 
** ^ Ip^ts NW , Washington. D.C. 20005 
and Earl E. Pollock. 69 West Washing¬ 
ton Street, Chicago. HI. 60602. Operating 
ights sought to be transferred: 

comm od4tic3. as a common 
earner over regular routes, between Chi- 

mlux J? nd Ill., between 

Highland Park. HI., and Waukegan. Ill., 
o^tween Chicago, Ill., and Crystal Lake, 
ni ‘ r l . WCCn ****lay. Ill., and Evanston, 
p «V? el 5T ei \. Chlca4ro - m - and Orchard 
Sd,?."r,? C !: w f en Berkeley. W, and 
Belvidere. m.. between Berkeley, m.. and 

™ and Ateomuln. Ill., between 
Borknw 1 !™ and Mar enjfo. IU.. between 
chlr?]7™ " “4 MaJta - between St. 
Ro^hlni ni’ an< L Aurora - m - between 
D^on U nii md Creston Dl.. between 
ixon. Hi., and Franklin Orove. m.. be¬ 


tween Rochelle. HI., and Ashton. Ul„ be¬ 
tween Wausau. Wis.. and Rothschild. 
Wis.. between Hurley. Wis.. and Iron- 
wood. Mich., between Council Bluffs. 
Iowa, and Omaha. Nebr., between Sl*e- 
boygan, Wis., and Clintonvllle, Wis.. be¬ 
tween Manitowoc. Wis.. and Denmark. 
Wis., between Pond du Lac, Wis.. and 
Escanaba. Mich., between Crystal Lake. 
HI., and Woodstock, Ill., between Algon¬ 
quin. HI., And the junction of Illinois 
Highway 31 and U.S. Highway 14, be¬ 
tween South Elgin. HI., and St. Charles. 
Ill., between the junction of Illinois 
Highway 83 and Alternate U.S. Highway 
30 and the junction of Alternate U.S. 
Highway 30 and unnumbered highway, 
near West Chicago. HI., between Mount 
Prospect, Ill., and the junction of Illinois 
Highway 83 and Alternate UH. Highway 
30, between Chicago. HI., and the junc¬ 
tion of U.S. Highway and Hllnols High¬ 
way 64. near Berkeley, HI., between the 
junction of UJS. Highway 20 and Illinois 
Highway 42A. and the junction of Illinois 
Highways 42A and 58, between Chicago, 
HI., and Highland Park. HI., with restric¬ 
tions. between Sterling. UL. and Union 
Grove. HI., between Stan wood. Iowa, and 
Tipton, Iowa, between Manitowoc, Wis.. 
and Two Rivers. Wis., between Madison. 
Wis., and Beloit. Wis.. between Wiscon¬ 
sin Rapids. Wis., and Adams, Wis.. be¬ 
tween Rapid City. S. Dak., and Load, S. 
Dak., between Rapid City. S. Dak., and 
Vale, S. Dak., between Pierre, S. Dak., 
and Port Pierre, S. Dak., between Pulton, 
m.. and Sioux City, Iowa, and Omaha. 
Ncbr., between Des Moines, Iowa, and 
Eagle Grove. Iowa, between Sioux City, 
Iowa and Eagle Grove, Iowa; 

Between Audubon. Iowa, and Sioux 
City. Iowa, between Denison. Iowa, and 
Ida Grove, Iowa, between junction Iowa 
Highway 39 and UJ3. Highway 30 and 
Denison. Iowa, between Marshalltown. 
Iowa, and Auburn, Iowa, between Tama, 
Iowa, and Colo. Iowa, between Eldora. 
Iowa, and junction Iowa Highway 215 
and unnumbered highway, between Lawn 
Hill. Iowa, and junction Iowa Highways 
299 and 57. between Mount Vernon. Iowa, 
and Clinton, Iowa, between Stanwood. 
Iowa, and junction Iowa Highways 38 
and 64. between De Witt. Iowa, and 
junction U8. Highway 61 and Iowa 
Highway 136. between Lead. S. Dak., and 
Deadwood, S. Dak., between Oral, 
S. Dak., and Hot Springs. S. Dak., be¬ 
tween Beloit, Wis.. and Evansville. Wis.. 
between junction UJ9. Highway 51 and 
unnumbered highway, approximately 5 
miles north of Beloit. Wis.. and Junction 
Rock County Highway D and unnum¬ 
bered highway south of Afton, Wis., be¬ 
tween Janesville. Wis.. and Junction un¬ 
numbered highway and Wisconsin High¬ 
way 11. approximately 5 miles west of 
Janesville, Wis.* between junction of 
unnumbered highways approximately 
Vs mile west of Footvllle and Junction of 
unnumbered highways approximately 2 
miles south of Magnolia Station, with re¬ 
strictions; general commodities , which 
are at the time In primary custody of 
and moving on bills of lading of a rail¬ 
way express company, and newspapers, 
between De Kalk. HI., and Sycamore, Ill.; 


General commodities moving express 
service, between Sioux City, Iowa, and 
Omaha. Nebr.. serving certain interme¬ 
diate points In Iowa, betwreen St. Paul, 
Minn., and Sioux City, Iowa, serving cer¬ 
tain intermediate and off-route points in 
Iowa and the off-route point of Minne¬ 
sota, between Rhinelander. Wla.. and 
Land O'Lakes, Wis., serving certain spec¬ 
ified intermediate points in Wisconsin, 
between Milwaukee. Wis.. and Green 
Bay. Wis.. serving certain specified In¬ 
termediate and off-route points in Wis¬ 
consin. between Milwaukee. Wis.. and 
Green Bay, Wis.. serving certain inter¬ 
mediate and off-route points in Wiscon¬ 
sin, between Altoona, Wis.. and Duluth. 
Minn., serving certain specified inter¬ 
mediate and off-route points in Wiscon¬ 
sin. between Mankato, Minn., and 
Huron. S. Dak., serving all intermediate 
points, with restrictions; general com - 
modifies, except classes A and B ex¬ 
plosives. between Fond du Lac. Wis., and 
Marshfield. Wis., and all intermediate 
points, and the off-route points of El 
Dorado. Green Lake, and Arpin, Wis., 
between Malta. HI., and Creston, Ill., 
serving all Intermediate points, between 
Ashton. Ill., and Franklin Grove. Ill., 
serving all Intermediate points, between 
Dixon. Ill., and Sterling. HI., serving no 
intermediate points, between Union 
Grove. HI., and Fulton. HI., serving all in¬ 
termediate point*, between Belvidere. Ill., 
and Freeport, HI., serving all interme¬ 
diate points, between Woodstock. HI., and 
Beloit. Wis., serving all Intermediate 
points, with restrictions; general com¬ 
modities. except classes A and B ex¬ 
plosives. livestock, commodities In bulk, 
and those requiring special equipment, 
between Peoria. Hi., and Monmouth. IU.. 
serving certain specified intermediate 
and off-route points In Illinois, between 
Monmouth, Ill., and Keithsburg. HI. 
serving the Intermediate points of Little 
Rock and Seaton. HL. with restrictions: 
general commodities, excepting, among 
others, classes A and B explosives, house¬ 
hold goods and commodities in bulk, be¬ 
tween New Sharon, Iowa, and Newton. 
Iowa, serving certain intermediate points 
of Iowa, between New 8haron. Iowa, and 
Newton. Iowa, serving the intermediate 
points of Lynnvillc, Sully, and Killduf, 
Iowa, between Newton. Iowa, and Mar¬ 
shalltown. Iowa, serving no Intermediate 
points, with restrictions; 

Meats, meat products and meat by¬ 
products. articles distributed by meat 
rackinghouses . and such commodities 
as are used by meatpackers in the con¬ 
duct of their business when destined to 
and for use by meatpaekers, os described 
in sections A. C. and D of appendix I to 
the report in Inscriptions in Motor Car¬ 
rier Certificates . 61 M.C.C. 209 and 766. 
between West Point. Nebr.. and Council 
Bluffs. Iowa, serving the Intermediate 
points of Missouri Valley. Iowa, and 
Blair, Fremont, and Omaha. Nebr.. be¬ 
tween West Point. Nebr.. and Sioux City. 
Iowa, serving no Intermediate points, 
from Ha warden. Iowa, to Sioux City. 
Iowa, serving no intermediate points, be¬ 
tween Hospera, Iowa, and Worthington. 
Minn., serving no intermediate points. 
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with restrictions; meats, meat products , 
and meat byproducts, and articles dis- 
tributed by meat packinghouses . as de¬ 
scribed in section A and C of appendix I 
to the report in Descriptions in Motor 
Carrier Certificates , 61 M.C.C. 209 and 
766, except hides, from Watertown, 
S. Dak., to Aberdeen. S. Dak., serving no 
intermediate points, from Huron, 8. Dak., 
to Aberdeen. S. Dak., serving no inter¬ 
mediate points, with restrictions; gen¬ 
eral commodities, excepting, among 
others, classes A and B explosives, house¬ 
hold goods and commodities in bulk, as 
a common carrier over irregular routes, 
between certain specified points in 
Nebraska, on the one hand, and. on the 
other, the construction site of the 
Niobrara Reclamation Project in Cherry 
and Brown Counties. Nebr,, with restric¬ 
tion; commodities used in the construc¬ 
tion of pow’er transmission lines, between 
Highmore, 8. Dak., on the one hand, and. 
on the other, points in Buffalo and Hyde 
Counties. S. Dak., between certain speci¬ 
fied points in South Dakota, and certain 
specified points in Iowa, on the one hand, 
and, on tVe other, points in Minnehaha 
County, S. Dak., and Lyon, Sioux 
and Plymouth Counties. Iowa, with 
restrictions; 

Commodities used in the erection, con¬ 
struction, and maintenance of power 
transmission lines or substations, except 
commodities which, because of size or 
weight, require the use of special equip¬ 
ment or special handling, and aluminum 
and steel cable used In the construction 
of power transmission lines, between cer¬ 
tain specified points in Nebraska, on the 
one hand, and, on the other, points in 
Dawes, Sioux, and Scott s Bluff Counties. 
Nebr., certain specified points in South 
Dakota, lying on and east of line begin¬ 
ning at the northern boundary of Pen¬ 
nington County, and extending southerly 
along U.S. Highway 385 to Junction 
South Dakota Highway 87. and thence 
southerly along South Dakota Highway 
87 to the South Dakota-Nebraska State 
line, with restriction. NORTH WEST¬ 
ERN EMPLOYEES TRANSPORTATION 
CORPORATION holds no authority 
from this Commission. Note: Certificate 
No. MC-42614 Sub-34 is also included 
herein. 

No. MC-F-10983. Authority sought for 
purchase by UNITED TRANSPORTS. 
INC.. 4900 North Santa Fe. Oklahoma 
City. Okla. 73118, of the operating right* 
and property of WOODS INDUSTRIES, 
INC., 4900 North Santa Pc. Oklahoma 
City. Okla. 73118, and for acquisition by 
WOODS CORPORATION, and in turn 
ROY O. WOODS and W. B. VOSS, all 
also of Oklahoma City. Okla., of control 
of such rights and property through the 
purchase. Applicants* attorney: Harold 
O. Hernly, 711 14th Street. Washington, 
D.C. 20005. Operating rights sought to 
be transferred: New motor vehicles . 
I'chiclc cabs and bodies, and automobile 
show equipment and paraphernalia . 
when transported with display vehicles, 
in initial movements, in truckaway and 
driveaway service, as a contract carrier 
over irregular routes, from the site of 
Uie General Motors plant in Wyandotte 


County. Kans.. to points in Alabama, 
Arizona, California, Kentucky. Missis¬ 
sippi. Nevada, and Tennessee, from the 
site of the General Motors plant (GM 
Assembly Division) in Wyandotte 
County. Kans.. to points in Idaho. Ore¬ 
gon. and Washington, from points in 
Wyandotte County. Kans.. to points in 
Arkansas. Colorado. Illinois. Iowa, Loui¬ 
siana, Minnesota, Missouri, Montana. 
Nebraska, New’ Mexico. Oklahoma. South 
Dakota. Texas, Utah, and Wyoming, be¬ 
tween points in Arkansas. Louisiana, and 
Texas, between points in Colorado, Illi¬ 
nois, Iowa. Minnesota, Missouri. Mon¬ 
tana. Nebraska. New Mexico, Oklahoma. 
South Dakota. Utah. Wyoming, and 
Kansas, between points in Colorado. Illi¬ 
nois, Iowa, Minnesota. Missouri. Mon¬ 
tana, Nebraska, New Mexico. Oklahoma, 
South Dakota. Utah, Wyoming, and 
Kansas, on the one hand. and. on the 
other, points in Arkansas, Louisiana, and 
Texas, with restrictions; 

Afofor vehicles, in initial movements, 
in driveaway and truckaway service, 
vehicle cabs and bodies, and automobile 
show equipment and paraphernalia. 
from points in Wyandotte County. Kans., 
to points in North Dakota. Wisconsin, 
and Indiana, from Arlington, Tex., to 
points in Texas. Louisiana. Oklahoma. 
New Mexico. Arizona, Utah, Colorado, 
Kansas. Arkansas, Wyoming, Nebraska, 
and Missouri, and to Memphis. Tenn.; 
new motor vehicles, vehicle cabs and 
bodies , and automobile show equipment , 
when transported with display vehicles, 
in initial movements, in truckaway serv¬ 
ice. from the plant site of General Mo¬ 
tors Corp. <GM Assembly Division), at 
Arlington. Tex., to points in Alabama. 
Kentucky. Mississippi, and those in Ten¬ 
nessee (except Memphis), with restric¬ 
tions. Vendee is authorized to operate as 
a common carrier in Missouri. Oklahoma. 
Texas, Indiana. Kansas, Ohio. New* Mex¬ 
ico. Arizona. Tennessee. Michigan, Ar¬ 
kansas. Mississippi. Illinois. Louisiana, 
Wisconsin. Wyoming, and Colorado. Ap¬ 
plication has not been filed for tempo¬ 
rary authority under section 210a<b). 
Note: MC-71902 Sub 72 is matter di¬ 
rectly related. 

No. MC-F-10984. Authority sought for 
purchase by MATCO TRANSPORTA¬ 
TION, INC., Tliird Street and Hacken¬ 
sack Avenue. South Kearny. N.J, 07032. 
of a portion of the operating rights of 
SOMCO FREIGHT LINES. INC. 
(FRANK G. MASINI. RECEIVER). Pat¬ 
erson Plank Road, East Rutherford, N.J., 
and for acquisition by DOMINIC A. 
MARINO and GASPER F. MARINO, 
also of South Kearny, N.J., of control of 
such rights through the purchase. Ap¬ 
plicants* attorneys: William J Hanlon, 
744 Broad Street. Newark. N.J. 07102 and 
Arthur J. Piken. 160-16 Jamaica Ave¬ 
nue. Jamaica, N.Y. 11432. Operating 
rights sought to be transferred: General 
commodities . excepting among others 
classes A and B explosives, commodities 
in bulk, as a common carrier over irreg¬ 
ular routes, between Carlstadt, N.J., on 
the one hand. and. on the other, points 
in that part of Connecticut south of a 
line extending from New Haven, Conn., 


in a northwesterly direction through 
Ansonia, Sandy Hook, and Brookfield. 
Conn., to the Connecticut-New York 
State line; points in that part of New 
York south of UB. Highway 202 and 
west of New York Highway 112 extend¬ 
ing between Patchogue and Port Jeffer¬ 
son, Long Island. N.Y. <not including 
New' York, N.Y.): and points in that part 
of New Jersey and Pennsylvania 
bounded by a line beginning at the New 
Jersey-New' York State line and extend¬ 
ing along UB. Highway 202 to Junction 
U.S. Highway 46, thence along US 
Highway 46 to junction U.S. Highway 
206, thence along UB. Highway 206 to 
Trenton. N.J.. thence along UB High¬ 
way 1 to Philadelphia, Pa., thence to 
Camden. N.J., thence along the east 
bank of the Delaware River to Penns 
Grove. N.J., thence along UB. Highway 
130 to Junction Alternate UB. Highway 
130. thence along Alternate UB. High¬ 
way 130 to Paulsboro, N.J., thence in an 
easterly direction to Clementon. N J.. 
thence in a northeasterly direction 
through Mount Holly and Freehold. N.J.. 
to the Atlantic Ocean, thence along the 
east bay and river shores of New Jersey 
to the New’ Jersey-New York State line, 
and thence along the New Jersey-New 
York State line to point of beginning, 
including points on the indicated por¬ 
tions of the highways specified, asphalt 
or asbestos roofing and siding, including 
nails and cement tor the Installation 
thereof, fiberboard. and asbestos board. 
from South Kearny, N.J., to Elmira. 
N.Y., points in Delaware. Maryland, that 
part of Pennsylvania east of the Sus¬ 
quehanna River, and the District of Co¬ 
lumbia. Vendee is authorized to operate 
as a common carrier in New Jersey and 
New York. Application has been filed 
for temporary authority under section 


210 a<b). 

No. MC-F-10985. Authority sought for 
control by INTERSTATE VAN LINES. 
INC., 821 Howard Road SE.. Washing¬ 
ton. DC. 20020, of UNIVERSAL VAN 
LINES. INC., 117 Virginia Beach Boule¬ 
vard. Norfolk. Va. 23510. and for acqui¬ 
sition by ARTHUR E. MO RR 1 SS ETTE. 
ARTHUR E. MORRISSETTE. JR ♦ 
DONALD J. MORRISSETTE and KEN¬ 
NETH MORRISSETTE, all also of 821 
Howard Road SE., Washington, DC 
20020. of control of INTERSTATE VAN 
LINES. INC., through the acquisition by 
UNIVERSAL VAN UNES. INC Appli¬ 
cants* attorneys: Paul F. Sullivan and 
David C. Venable, both of 701 Washing¬ 
ton Building, 15th and New York Ave¬ 
nue NW.. Washington. DC. 20005 Oper¬ 
ating rights sought to be controlled 
Household goods, as defined by the Com¬ 
mission, as a common carrier over irreg¬ 
ular routes, between points in Alabama 
Arkansas. Connecticut, Delaware, Flor¬ 
ida, Georgia, Illinois, Indiana. Louisiana. 
Maryland, Massachusetts, Michigan. 
Mississippi, Kentucky. New Jersey. Ne* 
York. North Carolina, Ohio, Pennsyl¬ 
vania, South Carolina, Tennessee. Vir- 
glnia. West Virginia, and the Distnet^- 
Columbla. INTERSTATE VAN LINES, 
INC., is authorized to operate as a com¬ 
mon carrier in Maryland. Virginia, 
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Pennsylvania, Florida, Connecticut, 
North Carolina, New York, Rhode Is¬ 
land. Massachusetts, New Jersey. Dela¬ 
ware. Indiana. Vermont. Kansas. Mis¬ 
souri, Tennessee. West Virginia, South 
Carolina. Mississippi. Louisiana. Ala¬ 
bama. Georgia. Kentucky. 'Ohio, Illinois. 
Oklahoma. Michigan. Wisconsin. New 
Hampshire. Maine, and the District of 
Columbia. Application has been filed for 
temporary authority under section 
210 a(b). 


No. MC-F-10986. Authority sought for 
purchase by CHECKER EXPRESS CO , 
6801 South 13th Street. Milwaukee. Wis. 
53221. of the operating rights and prop¬ 
erty of ILLINI REEFER TRANSIT. INC., 
906 Bradley Street. Champaign. Ill. 
61820. and for acquisition by HYMAN J. 
LEWENSOHN. also of Milwaukee. Wis., 
of control of such rights and property 
through the purchase. Applicants' at¬ 
torney: Carl L. Steiner. 39 South La Salle 
Street, Chicago. HI. 60603. Operating 
rights sought to be transferred: Under 
a certificate of registration, in Docket No. 
MC 120048 Sub-2, covering the trans¬ 
portation of general commodities, as a 
common carrier, in interstate commerce, 
within the State of Illinois. Vendee Is au¬ 
thorized to operate as a common carrier 
in Wisconsin, Illinois. Iowa, and Min¬ 
nesota. Application has been filed for 
temporary authority under section 
210a<b>. Not*: MC 68980 Sub-15, is a 
matter directly related 
No. MC-F-10988. Authority sought for 
purchase by WILLIAM EARNHARDT, 
doing business as EARNHARDT TRANS¬ 
PORT. Post Office Box 77. Highwav No. 
52, Gold Hill. N.C. 28071, of the operat¬ 
ing rights of J, C. BANKETT < GRACE 
MAHALEY BANKETT. ADMINISTRA¬ 
TRIX). 201 East Innes Street. Salis¬ 
bury, N.C. 28144. and for acquisition by 
WILLIAM EARNHARDT, Route 1. Gold 
Hill, N.C. 28071. of control of such rights 
through the purchase. Applicants* repre¬ 
sentative: George L. Burke. Jr.. 113 West 
Council Street. Salisbury. N.C. 28144. 
Operating rights sought to be trans¬ 
ferred: Clay products, as a common car¬ 
rier over irregular routes, from Salis¬ 
bury and East Spencer. N.C., to Florence 
and Winnsboro, S.C., Richmond. Va.. 
Points and places In Pittsylvania. Henry, 
Patrick, Roanoke. Chesterfield. Hanover, 
ana Halifax Counties, Va„ and those in 
Chester. York. Chesterfield 
and rali-field Counties. 8.C. Vendee Is au¬ 
thorized to operate as a common carrier 
“* a" States In the United States •ex¬ 
cept Alaska and Hawaii*. Application 
l!* 8 no 5 been filed for temporary author¬ 
ity under section 210a<b>. 

MC ~P“ 10989 - Authority sought tor 
by YELLOW FREIGHT 8 YS- 
p™- ®*C.. 92d Street at State Line 
j*cad. iCansas City. Mo. 64114. of the 
, fe h u . of NKW YORK ti 
WORCESTER EXPRESS. INC., Eastern 

N i iJSSS*® 111 ® Avenues. Carlstadt. 
OFOBcr 7 ® and for acquisition by 
rfr?^?^r E POWELL. 801 West 64 th 
enace. Kansas City. Mo., and GEORGE 

• POWELL, Jr.. 1040 West 57th Street. 

rich. °f control of such 

8hu through the purchase. AppU- 


cants* attorneys and representative: 
Richard K. Andrews, 1500 Commerce 
Trust Building. Kansas City, Mo. 64106, 
David Axelrod. 39 South La Salle 
Street. Chicago. Ill 60603. Maxwell 
A. Howell. 1511 K Street NW. f Wash¬ 
ington. D.C. 20005 and John M. Records. 
Post Office Box 8462. Kansas City. Mo. 
64114. Operating rights sought to be 
transferred: General commodities, ex¬ 
cepting among others dangerous ex¬ 
plosives. household goods and commodi¬ 
ties in bulk, as a common carrier . over 
regular routes, between Boston. Mass., 
and New York. N.Y.. between 8pringfield. 
Mass., and Worcester, Mass., between 
Worcester. Mass., and New Bedford. 
Mass., serving all intermediate points, 
and certain off-route points, between 
Worcester. Mass., and New Bedford. 
Mass., serving all intermediate points, 
and certain off-route points, between 
Brockton. Mass., and Taunton, Mass., 
serving ail intermediate points, between 
Worcester, Mass., and Gardner. Mass., 
serving all intermediate points, and cer¬ 
tain off-route points, between Worcester. 
Mass., and Brockton, Mass., serving all 
intermediate points, and the off-route 
point of Ablngton. Mass . between Wor¬ 
cester. Mass., and Brockton. Mass., 
serving all intermediate points, and cer¬ 
tain off-route points, between Worcester, 
Mass., and Brockton. Mass., serving all 
intermediate points, between Worcester. 
Mass., and Holyoke. Mass., serving all 
Intermediate points, and the off-route 
points of West 8pringfield and Chicopee. 
Mass., between Worcester. Mass., and 
Holyoke. Mass., serving all intermediate 
points: general commodities, except those 
of unusual value, and except dangerous 
explosives, livestock, commodities in 
bulk, household goods as defined in 
Practices of Motor Common Carriers of 
Household Goods, 17 M.C.C. 467, and 
commodities requiring special equip¬ 
ment. moving at the time on bills of 
freight forwarders, between New York. 
N.Y., and Springfield. Mass.; and brass 
and brass products . between Worcester. 
Mass., and Providence. RX. serving the 
intermediate point of Uxbridge. Mass., 
and the off-route point of Whitinsville. 
Mass Vendee Is authorized to operate as 
a common carrier in Illinois, Kansas. 
Oklahoma. Missouri, Texas. Indiana! 
Kentucky. Michigan. Ohio, Iowa. Ne¬ 
braska, Georgia. Tennessee. Colorado. 
New Mexico, California, Nevada, Arizona, 
South Carolina. Wyoming. Maryland, 
Virginia. South Dakota, and Utah, Ap¬ 
plication has not been filed for temporary 
authority under section 210a<b>. 

No. MC-F-10990. Authority sought for 
purchase by BAKER HI-WAY EX¬ 
PRESS, INC., Box 484, Dover. Ohio 44622. 
of a portion of the operating rights of 
GEORGE L. HOOKER. INC.. Tuscara¬ 
was Road. Uhrichsviilo. Ohio 44683. and 
for acquisition by HAROLD BAKER. 
Stone Creek. Ohio 43840, of control of 
such rights through the purchase. Ap- 
licants* attorney: Richard H. Brandon, 
79 East State Street, Columbus. Ohio 
43215. Operating rights sought to be 
transferred: Brick, silo blocks , forms of 
building block, veneer slab . and other 
commodities in the brick line . including 


everything that goes with faced brick 
building material, as a contract carrier 
over irregular routes, from Sugarcreek, 
Ohio, to points in Indiana, Kentucky, 
Michigan. New Jersey. New York, Ohio, 
Pennsylvania, and West Virginia; salt . 
silica, barium , lath, sewer pipe, lumber . 
machinery, and machine parts, from 
points in the above-described territory, 
to the above-specified origin points. 
Vendee Is authorized to operate as a 
common carrier in Ohio. Illinois, Ken¬ 
tucky. Michigan, New York. Indiana. 
West Virginia. Maryland. District of 
Columbia. Iowa. Minnesota. Missouri, 
Wisconsin, Pennsylvania. New Jersey, 
Connecticut. Massachusetts. Rhode Is¬ 
land, New r Hampshire. Maine. Vermont. 
Delaware, and Virginia. Application has 
not been filed for temporary authority 
under section 210a<b>. 

No. MC-F-10991. Authority sought for 
purchase by O.N.C. MOTOR FREIGHT 
SYSTEM, 2800 West Bayshore Road. 
Palo Alto. Calif. 94303. of a portion of 
the operating rights of VALLEY MOTOR 
LINES. INC., doing business as VALLEY 
COPPERSTATE SYSTEM, Post Office 
Box 10125. Dallas. Tex. 75207. and for 
acquisition by ALTRAN CORPORA¬ 
TION. and in turn, by DAVID P. 
ROUSH. G. JON ROUSH. CARROLL J. 
ROUSH. DIANE G. ROUSH AS CUS¬ 
TODIAN FOR MINOR CHILDREN, also 
of Palo Alto. Calif., of control of such 
rights through the purchase. Applicants* 
attorney and representative: Jack R. 
Turney. Jr.. 2001 Massachusetts Avenue 
NW.. Washington. D.C. 20036. and C. J. 
Boddington, 2800 West Bayshore Road. 
Palo Alto. Calif. 94303. Operating rights 
sought to be transferred: General com¬ 
modities, except commodities in bulk, 
and household goods as defined by the 
Commission as a common carrier over 
regular routes, between Grants Pass. 
Oreg.. and Crescent City, Calif., serving 
all intermediate points, the off-route 
points of Holland and Takilma, Orcg.. 
and Patricks Creek, Calif., and points 
within 10 miles of Crescent City, except 
those south of Crescent City which are 
on or within 1 mile of UB. Highway 101. 
from Grants Pass over U.S. Highway 101 
to Junction U.S. Highway 199. thence over 
UB. Highway 199 to Crescent City, and 
return over the same route. Vendee is 
authorized to operate as a common car¬ 
rier in Oregon. California, Nevada, and 
Washington. Application has not been 
filed for temporary authority under sec¬ 
tion 210a(b>. 

No. MC-F-10992. Authority sought for 
purchase by POSA, INC.. 122 Kingsland 
Avenue. Brooklyn. N.Y., of a portion of 
the operating rights of BERNSIE’S EX¬ 
PRESS CO.. INC.. 1080 Springfield Road, 
Union, N.J., and for acquisition by 
JOSEPH POSA, 81-43 Woodhaven Boule¬ 
vard. Glendale. N.Y„ of control of such 
rights through the purchase. Applicants' 
attorneys: Arthur J. Piken. 160-16 
Jamaica Avenue. Jamaica. N.Y. 11432 
and Edward F Bowes. 744 Broad 
Street, Newark. N.J. 07102. Operating 
rights sought to be transferred: Gen¬ 
eral commodities, except those of un¬ 
usual value, classes A and B explosives, 
household goods as defined by the 
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Commission, commodities In bulk, com¬ 
modities requiring specUU equipment, 
and those injurious or contaminating to 
other lading, as a common carrier , over 
irregular routes, between New York. N.Y„ 
on the one hand. and. on the other, 
points in Essex. Bergen, Passaic. Hudson, 
Union, and Middlesex Counties, NJ. 
Vendee is authorized to operate as a 
common carrier in New Jersey, New 
York, Pennsylvania, and Connecticut. 
Application has not been filed for tem¬ 
porary authority under section 210a«b). 

Motor Carrier of Passenger 

No. MC-F-10987. Authority sought for 
purchase by JACK RABBIT LINES, 
INC., 301 North Dakota Avenue, Sioux 
Falls, S. Dak. 57101, of the operating 
rights of INTER CITY BUS LINE, INC., 
420 West 3d Street, Yankton. S. Dak. 
57078, and for acquisition by THE 
FIRST NATIONAL BANK. EXECUTOR. 
ESTATE OF LOWELL C. HANSEN, 
DECEA8ED. 112 South Phillips Avenue. 
Sioux Palls, S. Dak. 57102, of control of 
such rights through the purchase. Appli¬ 
cant's attorney: Robert Q May. 412 West 
Ninth Street. 8loux Falls. S. Dak. 57104. 
Operating rights sought to be trans¬ 
ferred: Passengers and their baggage, 
and express and newspapers, In the same 
vehicle with passengers, as a common 
carrier over regular routes, between 
Yankton. S. Dak., and Sioux City. Iowa, 
serving all intermediate points: passen¬ 
gers and their baggage, and express mail, 
and newspapers, in the same vehicle with 
passengers, between Platte, S. Dak., and 
Chamberlain, S. Dak., serving the inter¬ 
mediate points of Kimball and Pukwana, 
S. Dak., between Pierre, S. Dak., and 
junction UjS. Highways 83 and 16 near 
Vivian. S. Dak., between Mitchell, 
8. Dak., and Rapid City. S. Dak., between 
Mitchell, S. Dak., and Yankton, S. Dak., 
serving all intermediate points. Vendee 
is authorized to operate as a common 
carrier in South Dakota. North Dakota, 
and Minnesota. Application has not been 
filed for temporary authority under sec¬ 
tion 210a<b>. 

By the Commission. 

[seal] Robert L. Oswald, 

Secretary. 

|FR. Doc. 70-14169: Filed. Oct. 20, 1970; 

8:49 a.m | 


NOTICE OF FILING OF MOTOR 
CARRIER INTRASTATE APPLICATIONS 

October 16.1970. 

The following applications for motor 
common carrier authority to operate in 
Intrastate commerce seek concurrent 
motor carrier authorization in inter¬ 
state or foreign commerce within the 
limits of the intrastate authority sought, 
pursuant to section 206• a) <6) of the In¬ 
terstate Commerce Act, as amended 
October 15. 1962. These applications are 
governed by Special Rule 1.245 of the 
Commission’s Rules of Practice, pub¬ 
lished in the Federal Register, issue of 
April 11. 1963, page 3533, which provides, 
among other things, that protests and 
requests for information concerning the 
time and place of State Commission 


hearings or other proceedings, any sub¬ 
sequent changes therein, any other 
related matters shall be directed to the 
State Commission with which the ap¬ 
plication is filed and shall not be ad¬ 
dressed to or filed with the Interstate 
Commerce Commission. 

State Docket No. 24519-Ext.. filed Au¬ 
gust 21. 1970. Applicant: DENVKR- 
CLIMAX TRUCK LINE, INC., 4250 
Oneida Street, Denver. Colo, 80237. Ap¬ 
plicant's representative: R. B. Danks. 
401 First National Bank Building, Den¬ 
ver, Colo. 80202. Certificate of public 
convenience and necessity sought to op¬ 
erate a freight service as follows: Trans¬ 
portation of ocncral commodities to and 
from the Henderson millsite. In intra¬ 
state and interstate commerce. Road to 
millsite will Join Colorado Highway No. 
9 about 5 miles southeast of southeast 
end of Green Mountain Reservoir. Road 
runs from that point in a northeasterly 
direction over Ute Pass a distance of 
about 5 miles to millsite. 

HEARING: December 15. 1970, at 10 
o'clock am.. Commission Hearing Room, 
500 Columbine Building, 1845 Sherman 
Street, Denver, Colo. 80203. Requests for 
procedural information including the 
time for filing protests concerning this 
application should be addressed to Public 
Utilities Commission, State of Colorado. 
500 Columbine Building. 1845 Sherman 
Street, Denver. Colo. 80203. 

State Docket No. MC 27362 Sub-1, 
filed September 28. 1970. Applicant; 
JIMMY SWEET, doing business as J L M 
TRUCK LINE, 520 South Fifth Street. 
Clinton. Okla. Applicant's representa¬ 
tive: Max G. Morgan. 600 Leininger 
Building, Oklahoma City, Okla. 73112. 
Certificate of public convenience and 
necessity sought to operate a freight 
service as follows: Transportation of 
general commodities. between Oklahoma 
City, Okla., and Arapaho. Okla.. via 1-40 
from Oklahoma City to Clinton. Okla., 
thence over Highway 183 to Arapaho. 
Okla., and return over the same route 
serving the intermediate point of Clinton. 
Okla.. and the off-route point of Weath¬ 
erford. Okla. Both Intrastate and Inter¬ 
state authority sought. 

HEARING: November 16. 1970, 9 a m.. 
3d ffoor, Jim Thorpe Building, Oklahoma 
City. Okla. Requests for procedural in¬ 
formation including the time for filing 
protests concerning this application 
should be addressed to the Oklahoma 
Corporation Commission, 3d floor, Jim 
Thorpe Building, Oklahoma City. Okla. 
73105. 

By the Commission. 

[seal! Robert L. Oswald, 

Secretary. 

|F.R. Doc. 70-14106; Filed, Oct 20. 1970; 

8:48 a m | 


(Notice 174] 

MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 

October 16.1970. 

The following are notices of filing of 
applications for temporary authority un¬ 
der section 210a(a) of the Interstate 
Commerce Act provided for under the 


new rules of Ex Parte No. MC-67 <49 
CFR Part 1131), published In the Fed¬ 
eral Register, issue of April 27. 1965, 
effective July 1.1965. These rules provide 
that protests to the granting of an ap¬ 
plication must be filed with the field offi¬ 
cial named in the Federal Register pub¬ 
lication. within 15 calendar days after 
the date of notice of the filing of the ap¬ 
plication is published in the Ftderai 
Register. One copy of such protests must 
be served on the applicant, or its author¬ 
ized representative, if any. and the pro¬ 
tests must certify that such service has 
been made. The protests must be specific 
as to the service which such protestant 
can and will offer, and must consist of 
a signed original and six copies. 

A copy of the application is on file, and 
can be examined at the Office of the Sec¬ 
retary, Interstate Commerce Commis¬ 
sion. Washington. D.C.. and also in 
field office to which protests are to be 
transmitted. 


Motor Carriers of Property 


No. MC 30837 ( Sub-No. 410 TA). filed 
October 14, 1970. Applicant: KENOSHA 
AUTO TRANSPORT CORPORATION. 
4200 30th Avenue, Post Office Box 160. 
53141, Kenosha, Wis. 53140. Applicant’s 
representative: Albert P. Barber <same 
address as above’. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Seat cabs . set up, from Rochester. 
Minn., to Racine, Wis., for 180 days. Sup¬ 
porting shipper: J. I. Case Co., 700 State 
Street, Racine. Wis. 53404. (Craig Stew¬ 
art. traffic supervisor.) Send protests to: 
District Supervisor Lyle D. Heifer, Inter¬ 
state Commerce Commission, Bureau of 
Operations. 135 West Wells Street. Room 
807. Milwaukee. WU. 53203. 

No. MC 108207 < Sub-No. 308 TA). filed 
October 13. 1970. Applicant: FROZEN 
FOOD EXPRESS. 318 Cadiz Street, Post 
Office Box 5888, Dallas, Tex 75222. Appli¬ 
cant's representative: J. B. Ham. Post 
Office Box 5888. Dallas, Tex. Authority 
sought to operate as a common carrier , by 
motor vehicle, over irregular routes, 
transporting: Meat , meat products, ana 
meat byproducts, from Palestine, Tex , to 
Columbia. Tcnn.. and Henderson. Ky- 
for 150 days. Note: Carrier does not in¬ 
tend to tack authority. Supporting ship¬ 
per: Vernon Calhoun Packing Co.. Post 
Office Box 709. Palestine. Tex. 75801. 
Send protests to: E. K. Willis. Jr., District 
Supervisor. Bureau of Operations, Inter¬ 
state Commerce Commission, 513 
Thomas Building. 1314 Wood Street. 


hUias. Tex. 75202. % „ . 

No. MC 109891 <Sub-No. 18 TA>. filed 
►ctober 13. 1970. Applicant: INFINOER 
TRANSPORTATION COMPANY. INC., 
•ost Office Box 7398. Charleston Heights, 
.C. 29405. Applicant's representative: 
Villlam Addams. Suite 527. 1776 Peach- 
rec Street NW.. Atlanta. Oa. 30309. Au- 
bority sought to operate as a common 
arrier „ by motor vehicle, over irregular 
outes, transporting: Asphalt and as¬ 
phalt products . from Tuscaloosa. Ala¬ 
nd points within 10 miles thereof, to 
oints in North Carolina and South Car- 
lina, for 120 days. Supporting 
Mckerson. Inc.. Monroe, N.C., Midstate 
rontractors, Inc., Hickory, N.C.: Blythe 
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Brothers Co.. Charlotte. N.C.; A. R. 
Thompson Contractors. Inc.. Ruther- 
fordton, N.C, Send protests to: E. E. 
Strotheid. District Supervisor. Interstate 
Commerce Commission. Bureau of Op¬ 
erations. 300 Columbia Building, 1200 
Main Street. Columbia. 8.C. 29202. 

No. MC 111231 (Sub-No. 168 TA), filed 
October 13. 1970. Applicant: JONES 
TRUCK LINES. INC.. 610 East Emma 
Avenue, Springdale. Ark. 72764. Appli¬ 
cant's representatives: James Blair. 
Springdale. Ark. 72764. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Iron and steel articles , from Fort 
Smith. Ark., to Emporia, Kans.. for 180 
days. Supporting shipper: Fort Smith 
Port Terminal. Division of Pine Bluff 
Warehouse Co., Post Office Box 6009, 
Pine Bluff, Ark. 71601. Send protests to: 
District Supervisor, William H. Land. In¬ 
terstate Commerce Commission. Bureau 
of Operations. 2619 Federal Office Build¬ 
ing. 700 West Capitol. LitUe Rock. Ark. 
72201. 

No. MC 118127 (Sub-No. 19 TA). flied 
October 13. 1970. Applicant: HALE DIS¬ 
TRIBUTING COMPANY. INC.. 914 
South Vail Avenue. Montebello, Calif. 
90640. Applicant's representative: Wil¬ 
liam J. Augello. Jr.. 103 Fort Salonga 
Road, Northport. N.Y. 11768. Authority 
sought to operate as a common carrier , 
by motor veliiclc, over Irregular routes, 
transporting: (I) Frozen meat and meat 
products and (2) frozen commodities , 
the transportation of which Is otherwise 
exempt from economic regulations under 
section 203(b) (6) of the Act. when mov¬ 
ing in the same velilcle and at the same 
time with the commodities authorized in 
part (1), from Manchester. N.H., and 
Lawrence. Mass., to Fort Carson and 
Denver. Colo., Chicago. HI.. Fort Leonard 
Wood and Kansas City, Mo., Fort Riley, 
Kans,, El Paso. Fort Worth and San An¬ 
tonio. Tex. # Fort Campbell and Fort 
Knox. Ky„ and Nashville. Tenn., for 150 
days. Supporting shipper: Foster's of 
Manchester. 409-413 Elm Street. Man¬ 
chester. N.H. 03105. Send protests to: 
John E. Nance. District Supervisor, In¬ 
terstate Commerce Commission, Bureau 
of Operations. Room 7708. Federal Build¬ 
ing. 300 North Los Angeles Street. Los 
Angeles, Calif. 90012. 

No. MC 123067 (Sub-No. 108 TA), filed 
October 13, 1970. Applicant: M & M 
TANK LINES. INC., Post Office Box 
612. Winston-Salem. N.C. 27102. Author¬ 
ity sought to operate as a common car - 
rter, by motor vehicle, over Irregular 
routes, transporting: Salt . in bulk, hav¬ 
ing a prior out-of-State movement by 
nul, from points In Franklin and Roa¬ 
noke Counties, Va., to points in North 
Carolina and Virginia, for 150 days, 
supporting shipper: International Salt 
, ■-Clarks Summit, pa. Send protests 
, : , Di i trict Supervisor Jack Huff. Inter¬ 
state Commerce Commission. Bureau of 
operations. Suite 4t7. BSR Building 316 
28*02 M<>rChead 8trcctl Charlotte. N.C. 


No. MC 123565 <Sub-No. I TA>. f 
iNr*!^ 1 . 3 ;, mo - A PPl‘«uit: HAYN 
in. « 4 ! 51 Pederal Way. Post Office 1 
*01. Boise, Idaho 83701. Applicant's r 


resontalive: Kenneth G. Bergquist, Post 
Office Box 1775, Boise, Idaho 83701. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Foods, frozen ; also 
dry vegetable products, between Ontario, 
Oreg., and Wclser, Buckingham (near 
Fruitland). Nampa, Boise. Burley, and 
Borah. Idaho, for 150 days. Note: Car¬ 
rier does not intend to tack authority 
applied for, or interline, with other car¬ 
riers. Supporting shipper: Ore-Ida 
Foods. Inc., Post Office Box 10. Boise. 
Idaho 83701. Send protests to: C. W 
Campbell. District Supervisor, Bureau of 
Operations. Interstate Commerce Com¬ 
mission. 455 Federal Building and U5. 
Courthouse, Boise. Idaho 83701. 

No. MC 127505 (Sub-No. 34 TA> filed 
October 13. 1970. Applicant: RALPH H. 
BOELK. doing business as R. H. BOELK 
TRUCK LINES. Route No. 2, Mendota. 
HI. 61342, Applicant's representative: 
Walter J. Kobos, 1016 Kohoc Drive. St. 
Charles, Ill. 60174. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Aluminum plate or sheet . from 
Amax Aluminum Mill Products. Inc., 
near Channahon, I1U to Ixonia, Wis., 
for 180 days. Supporting shipper: Robert 
Michalak, Traffic Manager. Amax Alu¬ 
minum Mill Products. Inc., Post Office 
Box 143, Morris. HI. 60450. Send protests 
to: William E. Gallagher. District Super¬ 
visor, Interstate Commerce Commission, 
Bureau of Operations. Everett McKinley 
Dirksen Building, 219 South Dearborn 
Street. Room 1086. Chicago. HI. 60604. 

No. MC 128866 (Sub-No. 14 TA). filed 
October 13. 1970. Applicant: B & B 
TRUCKING. INC.. Post Office Box 128, 
9 Brade Lane, Cherry Hill, N.J. 08034. 
Applicants representative: J. Michael 
Farrell. Federal Bar Building, Washing¬ 
ton. DC. 20006. Authority sought to 
operate as a contract carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Aluminum food containers, from the 
plantsites of Penny Plate. Inc., at Cherry 
Hill. NJ„ and Searcy, Ark., to the plant- 
site of Edwards Baking Co.. Atlanta. Oa., 
the plantsite of R & T Baking Co.. Inc., 
Birmingham. Ala., the plantsite of Wicks 
Pie Co.. Winchester, Ind., the plantsite 
of H. E. Butts Bakeries, Inc., San An¬ 
tonio. Tex., the plantsite of RJR Foods 
Inc.. San Antonio, Tex., for 150 days. 
Supporting shipper: Penny Plate, Inc.. 
Post Office Box 458. Haddonfield. N.J. 
08034. Send protests to: Raymond T. 
Jones. District Supervisor, Interstate 
Commerce Commission. Bureau of Oper¬ 
ations. 410 Post Office Building, Tren¬ 
ton, N.J. 08608. 

No. MC 133106 (Sub-No. 4 TA). filed 
October 12, 1970. Applicant: NATIONAL 
CARRIERS. INC., Post Office Box 1358, 
1501 East Eighth Street. Liberal. Kans. 
67901. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
irregular routes, transporting: (1) Drugs, 
medicines , and toilet preparations, mov¬ 
ing in vehicles equipped with mechanical 
temperature control devices; from Litltz, 
Pa., to points in Washington. Oregon. 
California. Nevada. Utah. Idaho. Ari¬ 
zona, New Mexico, Colorado. Nebraska, 
Oklahoma. Kansas, Texas, Iowa. Mis¬ 


souri. and Rockford, HI.; (2) drugs, 
medicines, toilet preparations, candy . 
confectionery, chewing gum, beverage 
preparations, and anti-acid mints, mov¬ 
ing in vehicles equipped with mechanical 
temperature control devices; from Rock¬ 
ford, HI., to points in Washington, 
Oregon, California, Nevada. Utah, Idaho. 
Arizona, New Mexico, Colorado, Ne¬ 
braska. Kansas. Oklahoma. Texas, Iowa, 
and Missouri, under continuing contract 
with Warner-Lambert Pharmaceutical 
Co. and its division and subsidiaries, for 
180 days. Note: Applicant intends to file 
schedule of rates on statutory notice. If 
application is granted. Supporting 
shipper: Warner-Lambert Pharmaceu¬ 
tical Co., 201 Tabor Road. Morris Plains. 
N.J. 07950. Send protests to: M. E. 
Taylor. District Supervisor. Interstate 
Commerce Commission. Bureau of Oper¬ 
ations, 501 Petroleum Building, Wichita, 
Kans. 67202, 

No. MC 133581 «Sub-No. 6 TA). filed 
October 13.1970. Applicant: HOLDT PO¬ 
TATO COMPANY, INC., Rural Route 
No. 2. Red Cloud. Nebr. 68970. Applicant's 
representative: Frederick J. Coffman, 
Post Office Box 80806. Lincoln, Nebr. 
68501. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
Irregular routes, transporting: (1) 
Cheese: (a) from Monroe. Fond Du Lac. 
Oreen Bay. Fremont. Spencer. Wisconsin 
Rapids. Mishlcot, Manitowoc, Poy Sippi. 
Marshfield, and Wausau. Wis., and their 
respective commercial zones; to Red 
Cloud. Nebr., and points In Arizona, Cali¬ 
fornia. Missouri, Kansas. New Mexico, 
and Oklahoma; <b) from Red Cloud, 
Nebr., to points In Kansas. New Mexico, 
and Oklahoma; (2) Equipment, materi¬ 
als and supplies used In the manufacture 
of cheese (except in bulk), between 
points in Wisconsin and Nebraska; (3) 
rejected and unused cheese: (a) from 
points in Arizona. California. Kansas, 
Missouri. New Mexico, and Oklahoma, 
to Red Cloud. Nebr., and points in Wis¬ 
consin as listed in (1) above; <b> from 
Red Cloud. Nebr., to points in Wisconsin 
as listed in (1), under continuing con¬ 
tract with Don PauJy Cheese, Inc., for 
180 days. Supporting shipper: Don Pauly 
Cheese, Inc., Manitowoc, Wis. Send pro¬ 
tests to: District Supervisor Johnson, 
Bureau of Operations. Interstate Com¬ 
merce Commission. 315 Post Office Build¬ 
ing. Lincoln. Nebr. 68508. 

No. MC 134278 (Sub-No. 1 TA). filed 
October 13. 1970. Applicant: CHARLES 
R. GOODMAN, doing business as GOOD¬ 
MAN TRUCKING CO , 1238 South Sec¬ 
ond West Street. Salt Lake City. Utah 
84101. Applicant's representative: Irene 
Warr, 419 Judge Building, Salt Lake City. 
Utah 84111. Authority sought to operate 
as a contract carrier, by motor vehicle, 
over irregular routes, transporting: 
Chemicals (not in bulk), and empty con¬ 
tainers , between points in California. 
Washington, Oregon. Nevada, and Utah, 
for 180 days. Supporting shipper: 
Thatcher Chemical Co.. Post Office Box 
6037, Salt Lake City, Utah 84106 (Law¬ 
rence E. Thatcher. President). Send pro¬ 
tests to: John T. Vaughan, District Su¬ 
pervisor, Bureau of Operations, Inter¬ 
state Commerce Commission. 5239 
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Federal Building, Salt Lake City. Utah 
84111. 

No. MC 134978 TA, filed October 13. 
1970. Applicant: C. P. BELUE, doing 
business as BELUE S TRUCKING. Route 
2. Chcsnec. S.C. 29323. Applicant's rep¬ 
resentative: C. P. Bcluc (same address 
as applicant). Authority sought to op¬ 
erate as a common carrier , by motor ve¬ 
hicle. over irregular routes, transport¬ 
ing: Precast concrete products for builds 
ina, highway sewer and utility construc¬ 
tion , from Fairforest. S.C.. to points in 
North Carolina, for 180 days. Support¬ 
ing shipper: Tindall Concrete Pipe Co.. 
Box 5053. Spartanburg, S.C. 29301. Send 
protests to: E. E. Strotheid. District Su¬ 
pervisor. Interstate Commerce Commis¬ 
sion. Bureau of Operations, 300 Columbia 
Building. 1200 Main Street. Columbia. 
S.C. 29201. 

No, MC 134979 TA. fil ed Oc tober 13. 
1970. Applicant: DAGGETT TRUCK 
LINE, INC., Frazce, Minn. 56544. Appli¬ 
cant’s representative: Gene P. Johnson. 
502 First National Bank Building. Fargo, 
N. Dak. 58102. Authority sought to oper¬ 
ate as a contract carrier . by motor 
vehicle, over Irregular routes, transport¬ 
ing: Frozen and refrigerated pic crusts t 
from Uic plantsite of Ready Italy. Inc., 
at or near Fargo, N. Dak., to Duluth, 
Minn., for 180 days. Supporting shipper: 
Ready Italy, Inc., Highway 81 South, 
Fargo. N. Dak. 58102. Send protests to: 
J. H. Ambs, District Supervisor. Inter¬ 
state Commerce Commission, Bureau of 


Operations, Post Office Box 2340, Fargo, 
N. Dak. 58102. 

No. MC 134980 TA, filed Octo¬ 
ber 13. 1970. Applicant: DOCTORMAN 
TRUCKING. INC. 2900 South Second 
West Street. Salt Lake City. Utah 84115. 
Applicant's representative: Bernard L. 
Rose. 72 East Fourth South Street. Salt 
Lake City, Utah 84111. Authority sought 
to operate as a contract carrier , by motor 
vehicle, over irregular routes, transport¬ 
ing: <1> Meats, packinghouse products , 
and commodities used by packinghouses , 
from Joe Doctorman k Son Packing Co., 
Inc., plantsite. South Salt Lake. Salt 
Lake County. Utah, to points in Los 
Angeles, San Francisco, Alameda. San 
Bernardino. Orange, San Joaquin. Santa 
Clara, and 8an Mateo Counties, Calif.; 
Denver and Adams Counties, Colo.: 
Brighton. Colo.: and Us commercial 
zone; and Elko, Las Vegas, Reno, and 
Sparks, Nev.; including the commercial 
zones of each; (2) on the return move¬ 
ment, commodities used in the operation 
of a packinghouse plant and byproducts 
and rendering plant . from points in Los 
Angeles. San Francisco. Alameda, San 
Bernardino, Orange. San Joaquin. Santa 
Clara, and San Mateo Counties, Calif., 
and from Denver and Adams Counties. 
Colo., to the plantsite of Joe Doctorman 
k Son Packing Co., Inc.. South Salt Lake. 
Salt Lake County, Utah, under con¬ 
tinuing contracts with Joe Doctorman k 
Son Packing Co., Inc., and United By- 
Products. Inc., for 180 days. Supporting 
shipper: Joe Doctorman k Son Packing 


Co., Inc., Post Office Box 2137. Salt Lake 
City. Utah 84110. (Harry G. Doctorman. 
Vice President), and United By-Products 
Inc,. 2900 South Second West Street. Salt 
Lake City. Utah 84115 (Harry J. Doctor- 
man, President). Send protests to: John 
T. Vaughan. District Supervisor. Inter¬ 
state Commerce Commission. Bureau of 
Operations, 5239 Federal Building, Salt 
Lake City, Utah 84111. 

Motor Carrier or Passengers 

No. MC 134981 TA. filed October 13. 
1970. Applicant: THE HUDSON BUS 
TRANSPORTATION CO.. INC. 437 
Tonnele Avenue, Jersey City, N J. 07306. 
Applicant’s representative: Virden A. 
Rlttgers (same address as above). Au¬ 
thority sought to operate as a contract 
carrier . by motor vehicle, over Irregular 
routes, transporting: Passengers, be¬ 
tween Port Authority Bus Terminal. New 
York. N.Y., and plantsite of Nelson Dis¬ 
tribution Corp., 20 Enterprise Avenue. 
Secaucus. N.J. 07094. for 180 days. Sup¬ 
porting shipper: Nelson Distribution 
Corp., 20 Enterprise Avenue, Secaucus 
N.J. 07094. Send protests to: District 
Supervisor Joel Morrows, Bureau of 
Operations, Interstate Commerce Com¬ 
mission. 970 Broad 8trcct, Newark. N J. 
07102. 

By the Commission. 

(seal] Robert L. Oswald. 

Secretary. 

(PJt. Doc. 70-14165; Filed. OcL 20. 1970; 

8:48 a.m.) 
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